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/%t lli«^ Ik«>wr. 

Oil, wlmt care I for weaitli or fanm I 

'1 liny vaiiiHh a» a (Irciuii, 
WhoirnlHlitisdniwri tliniliKli Katpsof Dawn 

On Shimbcr'n I'liliiiin stri'iiin 1 
li(^l, olliciH HiiiK of Di'iit h anil War, 

Or .Sorrow's traKic; lorn ; 
But liovc haB conm and calls me homo 

To nmet hini at the door 1 

Oh, what, care I to wdave my Fato 

On liifc'M niystcri()U« loom, 
IlK war)! and wooT from peace aloof — 

'Plic K'itlcr and tin- nloom I 
Let otln^'H hIiik of Death and War, 

Or Sorrow's tragic lore ; 
lint IiOV(> has ci>Mie and calls me home 

To nieot liitn at the door 1 

Oh, what care 1 for claHhinK creeds, 

Or hostile seliools of art. 
If f may wear tliroiiKh smile and tear 

Th(! ermine of the heart ! 
liet others siiiK of Death and War, 

Or Morrow's tragic lore ; 
IJut Ijove has come and calls me home 

To meet him at the door 1 

Oh, what care I for houseless winds. 

With rain anil darkness hleiitr, 
If tliroMnh llie hlivjlit on me may Unht 

The sliy dove of content I 
liCt others siim of Death and War, 

Or Morrow's traxic lore ; 
Hut liove has come and calls mo home 

To meet liim at the door I 

—Harper Daznr. 



rill-: ikio'i'iKri'iYi': 



Wo woro fivo paHHOiifjors in all — 
two ladies on tlie l)ack Hon\, a inid- 
<ll(i-aKO<l tfiuitli'Miaii and a tinakcr 
on the middle, and niyMelC on the 
Olio in front. 

Tlio two iadioH mifilil liavo been 
mother and dauKhteiB, aunt and 
neiee, governess an<i eliarues, or 
inijrlit liMVe snsl!iin<Ml any o\\uiV r«- 
l/itionNiiii» wliicli made il proper for 
two ladieH 1(1 travel together iinat- 

tendod. 

The iniddl<»-!i)j;ed fjenthMnan was 
HpriKlitly tmd talkative. He soon 
Mlni(d< lip Mil ficqii.iiiitaiico with the 
ladieM, toward whom, in Iii.s zeal to 
do, he rather overdid, t lie ajiroejiblo 
— ttdwinjr imd Hinilinu; and eliatlinj,' 
over liin Hlionlder in a way painful- 
ly HUKRt^Htivc, at liiw lime of life, of 
a "crick" in the unck. lie waw 
evidently a jjay Lothario. 

The Quaker wore the uniform of 
his Heel, and (^otdlnod IiIm upeech, 
aH many i\ parliamentai ian would 
Have liiH crtMlit, liy doiii^, to simple 
" yeas" and " nays." As for my- 
Heif, I make it an invarial)le rule of 
the road to be mutoIv .'• ln,>I;,.r-.in 
and listener. 

'I'oward ((veiiin^ I wn» .iriniMiMi 
from one of those reveries into 
which a young nuin, without being 
ei( h(>r a, poet or a lover, will some- 
time fall, by the abrupt query from 
the talkative gentleman: 

"Are you armed, sir?" 

" I am not," I answered, aston- 
ished, no doubt, visibly, at tlie 
tpiestion. 

"I am sorry to hear it," lie re- 
plied; "tor before rea(diingour n(>xt 
stoiiping place il will be several 
hours ill the night, and wo must 
[lass over a portion of the road in 
whiidi more than on(> robbery is re- 
jMirtcd to hav^ been c(unmitled." 

Thii bulies turned pale, but the 
strangei did his best to reassure 
them. 

"Not that I think there is the 
slightest danger at present," he re- 
sumed; "onl.\ when (me is respon- 
sible for the safely of hulies, you 
know such a thing as a pistol in 
r(<ach would materially add to one's 
eonfi<len<!e." 

" Your principles, my friend," 
addressing t he (Juaker, "I presume 
are as much opr)OHod to carrying as 
to using carnal weapons." 

" Yea," was the resi»onse. 

" I!av<^ the villains miirden d any 
of their victims V" the eld(^rly lady 
nervously in<|uired. 

"Or have they <u)n1enled Miem- 
melves with— with — plun<tering 

them ¥" added the youtiger, in a 
timoioiis voice. 

" I)e<'idedly tli<> latter," the ami- 
able gentleman hasteniMl to give as- 
Hiiratictr, "and as we are none of 
us prepared to oiXt>r rosistanc<< in 
case of attack, nothing worse than 
robbery can ]»ossibly lu'Tall us." 

TImmi, after blaming his thoiight- 
lessneHH in having unncc(>ssarily 
introduced a disagrtteabb^ subject, 
the gentleman quite excelled him- 
self in ctTorls to raise the spirits of 
the company, and had succeeded so 
well by lli(^ lime night set in that 
all lia<l quite forgotten, or only 
remembered tlieir fears to laugh at 
th(*m. 

Our genialcompanion fairly talk- 
ed himstdf hoarse. Perceiving 
whitdi he took from his jjoeket a 
packngt* of a newly invented 
"cough candy," and, after pass- 
ing it first to the ladies, he helped 



himself to the balance and tossed 
th(« pai)er out of the window. 

He was in the midst of a high 
eiMHimium on the new nostrum, 
more than half the efftcacy of which, 
he insisted, depended on its being 
taken by suction, when a shrill 
whistle was heard, and almost 
immediately the coach stopped, 
while two fa(H!H, hideously blacked, 
|)res(Mited themselves, one at each 
window. 

" Sorry to trouble you," said the 
man on the right, acknowledging 
with a bow two bidy-like screams 
from llu( back seat, "but ' biisin(*SN 
is business,' and ours will soon be 
over, if things iro smoothly." 

"Of (course, gentlemen, yon 
will spare as far as nmy be consis- 
Ituil with your disagreejible duty, 
the feelings of these ladies," appeal- 
ed th(> i)()lite y>as8enger, in his 
blandest manner. 

"Oh, certainly; lh(>y shall be 
first attended to, and shall not be 
recpiired to leave their places, or to 
Hubmit to a search, unless their 
conduct renders it nocfssary." 

"And now, ladies," continued 
the robl)er, the liarrel of his pistol 
glittering in the light of the coach 
lamp, " b»' so good as lo i)ass out 
your purses, watches, and siudi 
other trinkets as may be accessibh", 
without too much trouble." 

The ladies came down hand- 
somely, and were not further 
molested. 

One by one the rest of us were 
comixdled lo gel out, the middle- 
aged gentleman's turn coming first. 
lie subniitled with a winiiiuir grace, 
and wa-^ ruiilwul Ill^r' .1 vci'v (^lii-sicr- 

n<dd. 

My 0\\ 11 illi.lll, ilk<- I rn- rilllll 1 

lost, is scarcely worth mentioning. 
The (Juaker's turn came next. He 
(liiielly li.inded over his po(dvctbook 
and watch and when asked if 1h> 
li.idany other valualdes, said " Nay." 

A tinak(U''s word is good ev<!n 
(imong thieves, so after a hasty 
"good night" the robber thrust 
his pistol into his pock<'t, and with 
his two commpanions, one of wliom 
had hehl the reins of the leaders, 
was al)out taking his dei)arlure. 

" Stop! " exclaimed the Quaker 
in a tone more of command than of 
r(>queNt, 

"Stop! What forV" returned 
the other, in evident suprise. 

" l<\)r at least t wo good reasons, '' 
was the reply, emi)hasi/,ed with ji 
couple of Derringers, cocked and 
presented, 

" Help! " shouted the robber. 

"Stop;"' the Quaker again ex- 
claimed. "And if oneoflliy sinful 
conii»a,iiibiis advances a st»>p to thy 
relief, the spirit will surely move 
me to blow thy brains out." 

The robber at the opi)osite win- 
dow and the one at the leaders' 
heads thought it a good tinje to 
leave. 

"Now, gel in, friend," said the 
(Quaker, still covering the man, 
" and take the ndthlle seat ; but first 
deliver up thy pistol. 

Th»> othei lu^sitati'd, 

"Thee had better not delay; I 
feel the spirit beirinning lo move 
my right forefinger" 

The robber did as he was direct- 
ed, and the Quakei took his place 
by his side, giving the newcomer 
tiie middle of the seat. 

The driver, who was frightened 
half out of his wits, now set toward 
at a rapid rat(». The lively gentle- 
nuin soon r(>cf)vered his vivacity. 
He was especially facetious on the 
Ciuaker's prowess. 

" You are a rum Quaker, you 
are. Why, you don't quake worth 
a cent." 

" I am not a 'Shaking Quaker,' 
if that's what thee m(«ans." 

'• Of the ' Hickory,' or, rather of 
the ' Ohl Hi<'k(My ' stripe, 1 should 
say," retorted the lively man; but 
the (^iiaktAf, ndapsing into his usual 
nuuiosyUabl(>s. th(> conversation 
(lagged. 

Time sped, and moimum' llian we 
expected, the coach stopped where 
w(? were to hav(< supper and a 
(diange of horses. We had d(>ft>r- 
red a re-di.stribution of our elTecIs 
till we should reach this place, as 
the dim liglit of the coach himj) 
would have rendered the process 
somewhat didlcult before. 

It was "now necos.sary, however, 
that il should be iitlended to at 
once, as our jovial cotni)anion had 
jneviously announced his intention 
of heaving us at this point. He 
proposed a postimnonient till after 



supper, which he offered to go and 
order. 

" Nay," urged the Quaker, with 
an approach to abruptness and lay- 
ing his hand on the other's arm; 
" ' business before pleasures' and 
for business there is no time likw 
the present " 

" Will thee be good enough to 
search the prisoner?" he said to 
me, still keeping his hand, in a 
friendly way, on the pasaongw's 
arm. 

I did 80, but not one of the stolen 
articles could be found. 

" He must have gotten rid of them 
in the coach," the gay gentleman 
suggested and immediately offered 
to go and search. 

"Stop I" thundered the Quaker, 
tightening his grasp. 

The man turned pale and strug 
glod to release his .Hrm. In an 
instant one of the I)(>rriiigeis was 
leveled at his heart. 

The (Juaker must have been aw- 
fully excited so completely lo for- 
get both the language and the 
principles of his persuasion. 

Placing the other pistol in my 
hand, with direction to tire on the 
tii-Nt of the two men that made a 
suspicious movement, he went to 
work on Lothario, from whose 
pockets, in less time than il takes to 
tell it, he produced every item of 
the missing property, to the utter 
amazement of the two ladies, who 
had beu:tin in no measured terms to 
remonslraU' aurainst the shameful 
treatment the gentleman was re- 
i-eiving. 

The Quaker, I need scarcely add, 
was no Quaker at all, but a shrewd 
detective who had been set on the 
track of a band of dcsjievndoes, of 
wdiom our middle-aged friend — who 
didn't look nearly so middle-agi>d 
when his wig wasolf — was the chief. 
The robbery had been adroitly plan- 
ne<l. Tl>e leader of the gang had 
taken passage in the coach, and 
after learning as he supposed, our 
deft>nseless condition, had given the 
signal to his companions by throw- 
ing out the scrap of paper alr<>ady 
mentioned. After the unexpected 
capture of the fti-st robt)er it was 
attempted to save the booty by 
secretly passing it to the accomplice, 
still believed to be unsusj)ectcd, 
who counted on being able to m.ike 
olT with it at the next stopping 
pla<v'. 

The result was that both for a 
season "diil the Statesomeservice." 
—New Y^ark Dtiily Nei(\s. 
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girl, Mamie Perkins, was returning 
with a small pail of water to her 
parents" tent. 

Crazed with pain as the buffalo 
then was, every one felt certain, 
knowing the ferocious nature of 
a bull when wounded, that tlu> 
poor child would be torn and 
tramped to pieces by the torril)le 
animal. A cry of horror went up 
from a hundred lips as they beheld 
her perilous position. Her tnother 
fainted from fright, while her 
father cried out in dread agony as 
he realized the awful danger his 
little daughter was in. 

As the buttalo da.shed on nearer 
to the (^hild, with hi.s head lowered 
and Ills tail er«>ct, the exGitement 
intensified ; her escape now seemed 
hopeless, for the shaggy monster, 
with glaring eye-balls, was almost 
upon her. 

Just at this momentj-iiowever, a 
tall, half-grown boy, witli a rifle in 
his hands, was seen rapidly ap- 
proaching the little eldld. Hope 
filled the hearts of all, as they 
witnessed the daring of the lad, 
but it was for a moment only As 
he apparently gained upim the 
animal, he hastily rMO off to one 
side, and everybody thought the 
child was g(Mie ; bat siiddeidy 
wheeling around, and raising his 
rifie to his shoulder with the skill 
of ,a trained hunter, the boy fired, 
and the bull dropped dead within 
six feet of the girl " '"' '' "' fallen 
to the ground i»i <i 

A shout of joy ami cin its filled 
the air ami a rush of all in camp 
was mad(> toward llie little girl and 
her benefai'lor, who modestly ex 
plained that the reuson he appi'ared 
to run away frotn her was to get 
a shot at the brute's siae, knowing 
full well that a bull would never 
penetrate a l)nlTalo's head, covere<l 
as il was with its heavy mane. 

Profuse thanks and coiigratula- 
ti(>ns were showered upon ih(> litlh' 
girl and her youthful savior His 
father and mother, fftllinn to find 
words lo express their gratitude, 
shed tears of joy instead at the nar- 
row eseai>e of their darling daughter 
from such a terrible death. 

The brave boy was Hilly Cody, 
now the famous Huffalo liill. The 
praises that were bestoweii upon 
him in that camp — he was (uily 15 
years old then — for his gallant con- 
du<M so overwlielmcd him that he 
incontinently rushed into his tent, 
so modest was his nature, as it ever 
has been eonceridng Ins thrilling 
personal adventures — Col. Henry 
Inmon, in Harpo-'s Rouud 'lahh. 
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The Proteans See the 
Military Tournainent. 



PRAISE FROM A PARENT. 



News of the Week. 
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In 180)0, one of the United States 
govcrntnent freight caravans, load- 
ed with supplies for Fort Laramie, 
was camiMMl on the l)ank of the 
Platte River, resting after a long 
day's weary mareh. In company 
with it, seveial families of emi- 
grants for Oregon had availed 
tluMnselves of the protection vonch- 
safed to them, and traveled with 
the train through the dangeious In- 
dian region. 

Whihi all the company were 
quietly recliinng in the shade of 
their canva.s-covered wagons, some 
sleeping, som(> mending their tat- 
tered clothing, and otheis reading, 
Hudiienly a monstious bulTalo bull 
C.I me rushing into the midst of 
them. 

Instantly, rifles, revolvers and 
even knives were gotten out in de- 
fense, and everybody seemed im- 
bued with an uiu'oiU reliable t*xcite- 
nuuil. Shouting ami ytdls were 
heard from every quiutor The oc- 
cupants of the camp were so over- 
come by such an unu.sual speclaclc, 
the furious and frightened animal 
was nt<ither ttirned from his mad- 
d(>ned course nor killed. On he 
dashed, over tent roi)es, w.igons 
tongues antl loose boxes. Instantly 
a most iecklessfu.sillade wasopene<i 
as the men gathereil in »i circle 
around the infuriated beast. The 
bullets flew in every direction, the 
majority, -of cour,s(>, missing him 
and they would strike the ground at 
the feet of the crowd, fortunately 
injuring no one. 

The bulTalo, still further enraged 
by the numerous flesh wounds he 
had iiM-eived, continued on bis 
furious course through the camp, 
tramping on frying pans, ketli(>s, 
and other equipage, scattering the 
flying crowd as he passed along, 
lie nished toward the river at a 
tremendous pace. Just as a little 



Aiming the plants of the earth 
probably none pos.s(*ss stranger pro- 
perl ies then the talavatch of ^texico. 
Its toxica etT(>cts are remarkable as 
those aseril)ed to the fableil waters 
of the Lethe, oidy do they difTer in 
that instead of destroying the me- 
mory of the past, as the Lethean 
potion was supposed to do, the tal- 
avat<'h works a destruetion of the 
nuMuory of the things to come, and 
does not jifTcet the memory of the 
past. The victim knows no moic 
of time, but that which is in tlH> 
past before he has quafTcd this 
strange and awful decoction. 
The i)hysi<'al functicms ar<> ii> no 
wise disturbed by its administra- 
tiiui, l)nt the min<1 hencelorth be- 
comes no longer receptive, and pass- 
ing events are not noted by it, and 
no record is made in the realm of 
reason as to what transpii-es. The 
victim often lives for years after 
having been "talavatched," but al- 
w.tys lives in the past. Past de- 
ligiits are mostly dwelt upon and 
conversetl about. Sad indeed is 
the case of a member of the royal 
family of Mexico, a relic of the 
<lays of the empii-e, who for years 
has been the victim of the eflfects 
of this wonderful drug. She was 
poisoned with it by an unfaithful 
servant, and to-day lives in strict 
seclusion, still in her mind the 
])Osse8sor of all the departed no- 
bility. 

llui>tn«>*i«. 



{From ou-r Rcaalar Vorrcspontient.) 

The cadets were to go to Madison 
Scjuaro Oardeti, to see the Military 
Touruameut, Wednesday, the 22d 
inst., but owing to the inclement 
weather, ' they did not go. The 
next morning papers announced 
that [uipils of tlie School for the 
deaf, were among those of other 
institutions who were invited to at- 
ten<l; they meant the pupils of the 
Lexington Avenue School. 

Those of the pupils of the Hebrew 
faith, were allowed to go home Fri- 
day, to spend the Feast of the Pass- 
over. When they return there will 
V)e no lack of matzoths, or unleaven- 
ed bread, which we of other faith 
fln<l very palatable. 

Friday evening, the Protean 
Society formed a theatre party to 
the Military Tournament. As luck 
would have it, they had seats netir 
several very accommodating gentle- 
men, two of whom were familiar 
with the manual alphabet, and 
gave them the time in which tht> 
various athletic events were finish- 
ed. Tiie military part was greatly 
enjoyed. The cadets had seats just 
over Governor Roosevelt's box, and 
reognized several army tuid navy 
otlicers who were conspicuous in the 
war with Spain. 

There was a review of various 
det,<ichments from the National 
Guard, Naval Militia and other 
organizations. Music drill by United 
States Cavalry, Single Stick ex- 
erci.se, landing and gun-drill by the 
Naval Militia (of N. Y.), Battery 
drill and battle exercise l)y a -pla- 
toon of the -id Battery N. G N. Y., 
and Light Battery F., 6t.h U. S. 
Artillery. The performance ended 
with rough riding and drill by » 
Cavalry detachment from West 
Point .Military Academy. After 
leaving the garden the cadets had 
supper at a nearby restaurant, and 
reached home a little after 1 o'clock. 
It was a verj' tired lot of boys that 
got up the next morning. If what 
th<\v saw at the Garden, don't see 
some improvement in the drill of 
the battalion, sonit'lliiiiir is i^oiiiu: to 
happen. 



Ilackett, Carhart & Co., has the 
contract. 

Those of the pupils who are go- 
ing home to spend the Easter 
recess, may thank their stars that 
they won't be pestered with April 
fool jokes, at least not by the 
pupils. 

While on his way to Madison 
Square Garden, Friday evening, 
Henry Muench was given a lettei 
to mail. He crossed the street to 
where a fire alarm box was, hunted 
around for the slot. He would 
probalily still be hunting, if some of 
his comrades had not shown him 
the difference between a fire alarm 
box and a letter box. 

Physical Director Cook has trans- 
ferred his affections from his 
Kclipse bicycle, to a new Barnes 
track racer, '119 mutlel. Such ex- 
perts as gatliered around him Satur- 
daj- afternoon, pronounced the 
wheel a regular beauty. It weighs 
■^JO lbs. Our only fear is that Mr. 
Cook will cultivate a hump, and 
earn the appellation of " scorcher" 

The horticulturist and his assist- 
ants are biLsy aliont the grounds. 
A cinder pathway is being laid 
along Fort Washington Avenue. 
The roadway of that avenue is in « 
very bad condition owing to the 
heavy traftic of the Ivnicrkbocker 
C^onstruction Company, working on 
a sewer through l(i.5lh Street. The 
usual display of Easier flowers, 
make tlie greenlmnsi'.s ;iii ;iil r;u'li\ e 
center. 

The nifflit watchman ot the CA)lorado 
Mchmil is Mr. Day .— MiDncniivr. 

At niKtit we know no fear, for a Rood 
Shepherd watches here. —Lone, Sfor Wmk y. 

Wlien we within the arms of Morpheus 
isc. are sjifely guarded by a Kisher, from 
Next.--K(in,i((n< Sf'ir. 



repose, a 
II 1 1 f oe.s. 



WHien darksome ninlit its sombre sliadows 

II inn. 
We place our trust in the omuiwatch- 

ful King. 

The poet who warbles about 
"Spring" ought to be lynched. 
Since INIarch 21st we have had any- 
thing bul spring weather. To-day 
(Sunday) there is an inch of snow 
on the ground the air is damp an<l 
ehilly. The snow in turning to 
slush produees mud, mud makes 
life a burden to the neat houst^- 
keeper, when she sees Robinson 
Crusoe footprints on her parlor 
carpet. Put not your trust in 
weather pi-ophets, etc. 

J. H. K. 



Position and HI«M>p. 



It is an utterly low view of 
business which regaids it as only 
a means of getting a living. A 
man's business is his part of the 
world's works, his share of his 
activities which render society 
possible. Ho may like it or dislike 
it, but it is his woik and as such 
requites application, self-denial 
and discipline — Pall MaU Gazette. 



KNTKUTAINMKNT BV MUTK8. 

Mr. ,Iohn A. Kadel, the Pike Street shoe 
dealer, has received a copy of the Dkap- 
MiTKs' .lorUN \l,of New York Ctty, publish- 
ed in the interests of the deaf-mutes, which 
Hives a graphic account of a Washington's 
Hirthday entertainment given at " Kan- 
wood." liii institution for the instruction of 
the deaf an<l dumb, of which Knwh Henry 
Currier is the superintendeut Of course, 
everything connected with the perfonnance 
w.is in signs and imnlominie of the deaf and 
diunb language. The play was compo.sed of 
various patriotic features of which Wash- 
ington and the cherry treecutan important 
hgure. Tlie part of young tieorge Wasli- 
ington was taken liy "Miv.ster Walter Kadel, 
.son of our townsman, meuti<»iiedalHive, and 
tiie i>aper siM'aks highly of his acting in the 
program ; of hiseutting down the memor- 
able tree; telling the truth, etc., all of which 
held the amlience at fever heat. Prof, ('jir- 
ricr is rated as one of the most finished and 
success;'ul instructors of the deaf and dumb 
in the I'nited States. Mr. Kadel is high in 
his praise of hissyst*mof instruction. — fort 
Jirviit (hizcttr. 

The base-ball team had a practice 
game with the scrub team, Satur- 
day afternoon. The game with the 
I'^niversity of New York, on We<l- 
nesday, had to be given up on ac- 
count of bad weather. 

Satuixlay evening, the monthly 
n'union was held in the girls' sitting 
roinn, and proved, as usual, a very 
enjoyable affait. Missies Burgess 
Welis, LenaStryker and Miss Lydia 
Smith and Edward Rappholdt, 
were the committee in charge. 

Misses Alice Judge, Lydia Smith, 
Van Valkenberg, Wolfersteig and 
C. Meyer, in charge of Mn*s Divine, 
were at the afternoon matinee of 
the Military Tournament, Saturday. 
George Duane was also there. 

The cadet.s were measured for new 
summer uniforms, last week. The 
uniforms are to be waterproof. 



The position affects .sUep. A 
constrained position generally pre- 
xants re\)osc, while a ct)iri f ortaV>le 
one wooes sleep. Lying flat on the 
back, with the limbs relaxed, would 
seem to secure the greatest amount 
of rest for the muscul;vr systent. 
This is the position assumed in the 
nn>st exhausting diseases, and it is 
geiu»rally hailed as a token of re- 
vival when a patient voluntarily 
turns on the side. But there are 
several disadvantaaes in the supine 
posture which impair or emivirrass 
sleep. Thus in disordered condi- 
tions of the stomach the blood seems 
to gvavitate to the l>ack of the head 
and to produce troublesome dreams. 
Nearly tvll who are inclined to 
snore <lo so wh<'n lyinc otithe Vtack, 
because the .soft palate and uvula 
hang on the tongue, and that organ 
falls back so as partly to close the 
lop of the windpipe. It is bettt>r, 
therefore, to lie on the side, and, 
in the absence of special diseases 
rendering it desiratde to lie on the 
w«>ak side so as to leave the healthy 
lung free to expand, it is well to 
use the right side, becaus<» when 
the body is thus placed the food 
gravitntes tnoit> easily out of the 
stomach, and the weight of the 
stomach does not compress the up- 
per portion of the intestines. A 
glance at any of the visceral 
anatomy will show this must l>e so. 
— E-rchange. 



HIIKFAI.O. :\. V. 

The organization of a literary 
society has chiefly lieen discussed 
among the mutes a for long time 

Four out of every five aie really 
in favor of it, and desire to 
name it after a great man, who 
labored for the welfare of deaf- 
mutes. It was decided to call it the 
" Gallaudet Circle." It was organ- 
ized in St. Paul's parish last Wed- 
nesday evening, under tlie super- 
vision of .Tatiies B. Lloyd. Those 
who desire to be enrolled, will please 
let him know. The meeting will be 
held next W^ednesday evening at 
eight o'clock, for the purpose of 
electing new officers. It is expected 
that a full attendance of members 
will l)e there. 

Rev. O. C. Dantzer delivered a 
Lenten sermon to a good-sized 
atidienee, in the crypt of St. Paul's 
Cliuich. He will be back next 
Friday to conduct the prayei-Uieet- 
ing. 

Miss Almeda Austin, a graduate 
uf Fanwood, paid Mrs. Libbie M. 
Lloyd a visit, and stwid to tea. 
Both enjoyed ch.tts concerning the 
style of cooking (?) and their old 
scho<d days. 

The following (dipped is from the 
Buffalo News : 



DKAF-MITTES MARRIED BY THE 
MAYOR. 

" Henry A. Acheson, aged 36, of 
Boston, Mass., and Miss Carolyn 
K. Haller, aged 35, of Batavia, 
were married by Mayor Diehl tliis 
forenoon. Both the conti acting 
parties are deaf and dumb, and in 
some resjwcts the marriage was the 
oddest the Mayor has performed 
since he hasl>een at the head of the 
municipalitj'. 

" The Mayor was reading over 
his mail this morning when Mr. 
Acheson and his bride entered the 
oflice. They walked up to Mr. 
Diehl and Mr Acheson wrote a 
note, exiiressing a desire that the 
Mayor make them man and wife. 
The Mayor took the couple to his 
private oflice and then had Steno- 
grapher Constantine write the 
stereotyped form that the Mayor 
leel.s off \vi>'>'i..i .»!• ii(» loif I'l'ifiu 1^ 
couple. 

"The Mayor men iiuuioncM lo tii« 
candidates for matrimonial honors 
lo read the words while he pro- 
nounced them. Acheson made 
the replies to the usual questions 
l>y nodding his head, while the 
woman did the same. The Mayor 
then said tife last woniswhich unit- 
ed them, signified the act by a 
wave of his hand and Acheson Im- 
printed a kiss on his wife's lips. 

" .\eheson wrote for a Ne%vs 
reporter that he was a printer and 
that he was employed in a job 
office in Boston. He has made 
arrangements to move to Batavia 
imm<>diately, where he and his l>ride 
will make their home. He said he 
had known his wife for three years 
atid that they had carritd most 
of their courtship by mail 

" Fourteen years ago .vi mv^vm 
broke the world's recortl for sprint- 
ing. He ran 100 yards in 9 4-6 
seconds. He is a well-read fellow 
and unusually intelligent." 

Mr. RolHM't Watts worked hard 
lo help his brother move into one 
of the fine residences on Hoyt 
Street. He assures us that moving 
furniture is the hardest of all jobs 
he has ever had. 

Some titue ago, Mr. Weil could 
not express how happy he was lo 
take to the Falls a friend, who 
came from the largest city in the 
Western Hemisphere, and showed 
him different places of interest. 

.1. B. L. 
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Here are a few pithy sentences 
whi<di are truly suggestive: Sor- 
rows best antidote is employment. 
Beauty, devoid of grace, is like a 
hook without bait. Confine yonr 
exi>enses, or they will confine you. 
If you cannot do as you wish, do as 
well as y»>u can. Pmmises, made 
in time of affliction, require a better 
memory than people commonly 
poa.sess. Be deaf to the quarrel- 
some, blintl to the scorner, and 
dumbtotho.se wli<' .in' mischiev- 
ouslv in(iii'>^'''» •> 



APRIL 2t), EASTKR SUNDAY, 3 P.M. 

Deaf-Mutes. 



St. Ann's Church for 
Holv Commtinion. 



St. Mark's Church, Brooklyn. 
Communion. 



Holy 



Trinity Church, Newark, 2:30 P.M. 
Gallaudet Home for Deaf-Mntes. 
! 1 A.M. and '^ " " 

The Parishionei-s ol St. Ann's 
Church ftir Deaf-Mutes will 
ludd their monthly meeting on 
Thursday, April fiih. at 9 p.m. 
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ON the I'Mh ()( March, Mr. 
TliomHH T. Officer, who was the 
fipHt Superintendent of the Illinois 
InHtitHtion, lost $5,000 in fifty-dol- 
lar bill, on the streets of Omaha, 
*^'' '■ lie irt one of the hankint; 
■ )f Officer & Pusey, of 
Council BluffH, la. It is not known 
whether the money was stolon or 
dropped through a hole in his over- 
coat i)oeket. 
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ffe'i trtte to Oird infM'g true to man: 

Wln-renrr iirronii t« fhinr 
/<> the hHnihlfgt fi^'1 tiu: ine'lkful 

V ..,11. ihr. cM i/ehoVliiitj H'ln, 
■ I > iiJhii il'itte to iiH, 

'• ylapKH mnMt hnse, 

!!/('■ I'lht In (or IhemHelven, 

Ai'.t „!,, . n nil llif rri/it:'' 



Severai. letters of inquiry have 
come to the Journal office, cod- 
cerninK the identity of a deaf-mute, 
travelinji; about in Massichnsetts, 
who says his name is Edward 
Mor^ian, and that he ^niduated 
from the N^w York Inslitution. 
His name doHs not apfKiar on the 
Institution's rcKistor, and it is as- 
snmnd that the name jriven i» a 
false one. Mr. W. L Hill, lhe;:en- 
tle mannered editor of the AtfujI 
Tranmripl, gave him a complete 
outfit and secured work for him 
tvvi(fe, hut lie did not hold his job. 
He was last reported in Gardiner, 
M-iss., and was still l.xtkinjf for 
work — and victuals. Mr. Hill's 
J>ou'ity and blessing .seems »o have 
w .rri off. 'Die mnn says he 
Kii lA^H the .Tor-RN.A.L e<lifx»r, Profcs- 
Hor 1"<)> iheniio New York 

City, consequently he can tell a 
plausible talc, and does so. Of 
coarse, he may really be an unfortu- 
ieaf -mute, and his search for 
,.ii may be genuine, tuit there is 
still one discrepancy, he never was 
a pupil at the New York Inslitntion 
if the name he gives is his own. 
There wa« a deaf pupil at the In- 
stitution about st»ven years ago, 
named Morgan, but his first name 
[» Frank and he is still in Binv^ham- 
ton, X. Y. Information about this 

wanderer will *><■ "■'' I in tiie 

JoT'RV.AL office. 



FIKHT TWO KICKS AGAINST THE 
STATE BOARD OF CONTROL, — IS- 
SUED AN IMPORTANT ORDER — 
APPLIED TO A'rrORNEY GENERAL 
KOR AN OPINION — NijTES OF 
MORE OR LESS INTERE.ST. 

It is well known that all the 
boards of trustees of all the State 
institutions were abolished by an 
act of the Legislature, and the same 
wer-' place<l under a State lioard of 
Cuiiliol. This board has ticen in 
control for the past eight months. 
Now comes two kicks, hard kicks 
against this boar'd, one from the 
SoKliers' Home, at Aiarshalltown, 
and the other in regard to the care 
of the insane. 

Tlie first one from the Soldiers' 
Home is as follows : 

Tti»T« Uh movf.tnent on foot amonf{ ttie 

.... ...... .. ,;f|jgr„- 

1 tlie 

wax 

j,ii, . liie VKterttno 

.,f t . of them, bave 



iijMtilutioUH. i iic> iioiil lik^t it iH eutii'ely 

of n (lifferMit nature iind that it ougbt to be 

;tccor<liiij<ly. They hold that it 

l>e uiaiiaxed by veteranH And for 

.'jiiict.- the Board o! , 

maiiatfinK the liorne, th 



ly : 



UliU 

t.h.- 



rHil.i 
U) i' 



lo the veu^raiiH ol tiie 

' dead are now laid t<j 

'"' '■ • -'h. The vcter- 

■ »«.> much an to 

re U> be buried 

.Iiioii Tliey lj«lieve ttiat 

ilH men who wore the 



, ■i..(^GH IhH Journal des Sourds- 
Mu(d», of Paris, France, w« are in- 
formed that the deaf of that city are 
making an organized effort to ar- 
rjuiifc for th*» rocepfion and enter- 
tainmnni leaf-mutes 

who ma3 hm-iiu mf r.Aposition of 
i;)00, during which time an Inter- 
national Congress of the Deaf will 
convene. 

.Mr. Ernest Dnsuzt^an. le- 

sident of the Friendly Association 
I- Deaf, is at the head of the 
m<Mit. and Henry Gail lard, 
editor ■ Journal des Hourdn- 

MiifiiH, "-ating 

and ttdv* ^ The 

patronage of the Minister of the In- 

., . .-.cheme 
"pan t[*cct«, there 

will be enough <»f the American 
r>...f I,, make a special train from 
the Gare du Nord, and 
the littl«i dining-room on the cor- 
ner of a quaint section of the 
Qaattier Latin, in which so many of 
the delegates of 1889 were feasted 
and winel, arii on whose walls 
are the artistic reminders of the 
struKgles of art students from all 
qnartf-; - ' " '" '>!'■, who from 
dire u- I with brush 

and palette atb the bare walls to off- 

ricy to 
i to be ' 
enlarged provide<l it gets the same 

pc ! " ■ M 

yCit; . ._ .. - - - -\ - !- 

tion might give some attention to 
th< when it as- 

,.... :,.. at S;( P.lll 



11^ at the home 

'i'lie incini>errt (jt the <irand Army 
of the II pntdic want to manage the 
home. Comniandfr Terrill of the 
G. A. R. of the State hasappointed 
a committee, which will take up 
this matter in due lime, and make 
a rt'port to the next grand encamp- 
ment to be held next June. That 
will force the question in time to 
make it effective in the political 
conventions of this year. If the G. 
A. R. men undertake this move- 
ment, they will carry it into the 
li tjislative districts from the start, 
and f^ec to it that can<lidates are 
pledjfed to take the home from un- 
der the com rol of the Slate Board of 
Control which is manag^g insane 
asylums, jjeuitentiaries, and homes 
for the deficients of the State, but 
whict) Hhonid not be allowed to 
■liers' Home on any 
n basis. The c(»tn- 
mander has not committetl himself 
on the matter, l>ut he is wiliint; to 
have the subject fully investigated 
by competent comrades, and then 
he will throw himself back of their 
recommendations and lead in the 
fight if one has to be made. 

The other ca."«e is in regard to the 
care of the in.sane patients of of tile 
Slate. The county supervisors of 
the Slate are in open revolt against 
tfi" experience*! Superintendent of 
lital at Independence. The 
■ors of the second congres- 
sional district met in convention re- 
cently, at .Musfjatine. The follow- 
ing resolution offered by one of the 
mem tiers was adopted. 

ft „„Utffi, That wf r<"u\ with nnrpriae 

t '■ I'-nt 

In 

ihe 
' 'if 



1 Per the 

firi in- 



■ pr«s««!at«d to the Oorernor of 

lie that other county 

. iiiay a<lopt similar re- 

s^dutions. It is possible that there 

may be a mistake srimc where, or 

still more probable that there ini^vc 



It ■ 
supei 



iHtKE are many iV ■-. in 

Indiana, whorcmenilM-- nsan 

M*clntlre, the daagh' flev. 

.Maclntirc, wh<» was Prin- 

■ ,j,..< •,'. the Inrliana Institution for 

twenty sevftn years — from 18.52 to 

187 eintire was married 

' ~ v.. > infio and lived in 

le, N. Y., lor the past 

Reveral While on a visit to 

r ' )»'die«l, on the JOth 

**h'« wa* promi- 



not (jiiotcd. it is true, of j^jursc, 
that supervisors arc not fit to care 
for and look after the insane as an 
experienced alienist like the super- 
ifit/'hdcnt, But it is also true that 
tl • ^or is a man 

HI 1 1 to look after 

taxes, and putilic expen8<*s, and 
maintenance of the p'K>r and the 
insane, and to guard the interests 
of the taxpayer than are the alien 



neri 



iHt«. The reference to the farmers 

d<i' .'ly 

ev iy 

'>t to cast a slur upon the 

.. r, but to call attention to the 

f from the wry natare of their 

IiMitinesM they could not devote 
mach study to insanity. That is 
true. Bat they can study how to 



guard the public treasury, and that 
they do. The action of many of 
the county boards of siipeivisors in 
withdrawing the incurable insane 
from the State asylums and provid- 
ing for their support at home in 
county hospitals has received gene- 
ral commendation from the people. 

Manj' of the counties have goo<l 
hospitals. Duliuqne County has ji 
fine large hospital that cost eighty 
thousand dollars. It is in charge 
of the sist/crs of charity. The Du- 
buque County Insane patients have 
been withdraw from the State hos- 
pitals and are cared U^f in this 
county hospital at the experist- of 
county. It is considered to be 
cheaper, besides tlie patients are 
nearer home, and their parents, 
guardians, relatives and friends 
can see them and care for them in 
their sickness, and with loving 
kindness make them feel move 
coinfortable. 

Kut the State Boai-d of Control 
has issued an order foriiidding the 
removal or transfer nf [latienth 
from the State Hospitals to the 
Ctiunty Homes. Now the question 
arises; has the State Bo-rird of 
Control the right to insi.st that in- 
.sane patients shall not be removed 
from the State Institutiotis to the 
(bounty Homes'/ This is a question 
that will be asked by pro'>,ibly all 
the County Supervisors of the 
State, and many others on account 
of the order issued by the Board of 
Control recently which reads as fol- 
lows : — 

JieMolVfA, That until other wine ordered 
by tliiH board, the Htiperinteudents of the 
incane the hfwpitaltto/.St'He are directed to 
di.wharKe no patients, except those who 
may b<; cured, without tIrHt ^ecurinK the 
consent of this Hoard. 

He»olne ', Further, that (iai<l Superinti-n- 
dentH be directed not to honor any renatmttt 
or applications for the transfer of auy pa- 
tient or patients from the hospitals to any 
'i'n until after said re- 
ire apjjroved by this 
"I'lered by it. 

The ot)ject of this order is to stop 
the depopulation of the State Insti- 
tutions by transferring the inmates 
to county asylums. The board is 
conviiHred that the <'ounty in.'itiln- 
tions cannot and rio not give as 
goo<l care to inmates as is furnish 
ed i>y State Institutions; yet, if t!ic 
present policy of counties with- 
drawinsr their patients, and (ibicing 
them in county asylums to xave a 
sm.ill amount per capita, if con- 
tinued, it will not be long until 
the Slate Institutions are rlepopu- 
lated. The State has three large 
insane hospitals, and is building 
another one, at Chei"okee, on a 
lar;;e scale. It is to be the j.trgesl 
and finest one in the State. Al- 
ready it is doubtful whether there 
will ever l>e any use for this big 
hospital ; it is certain not to be 
needed unless the withdrawal of 
State patients to county institu- 
tions is stoppexl. 

" We have applic<l to the At- 
torney General f<jr an ofiinion as to 
the riiiht of the counties to take 
their patients away from us without 
cons<oit," said a member of the 
board. "The opinion has not 
been received yet, and until it is, 
our course cannoi be deterinine<l. 
We will exercise our authority to 
the fullest extent, and if possible, 
will insist thai patients once in the 
State Institute cannot be taken 
from it at the dernanri of the 
county." In case the opinion of 
tlie Attorney (ieneral is averse to 
the Board of Control and in favor of 
the counties, then they cannot help 
themselves ; and they may carry 
the matter up into the legislative 
iKxly, who would be in a dilemma 
as to what to do with it. As mem- 
bers of the legislafirre from the 
c^junties wherein their Boardn of 
Supervisors reside, they might fa- 
vor the actions of their own super- 
visors in caring for the insane pa- 
tients. On the other hand if the 
opinion of the Attorney General is in 
favor of the Board and aeainst the 
County Supervisors, according to 
the law creating the said Board of 
(.'ontrol ; then the counties may re- 
bel against such opinion, and might 
fake the (?ase up to the Supreme 
Court, or to the legislative body, and 
iiere again they wouhl be in a dilem- 
ma to get around their own law 
creating the said Board of ('onfrol. 
Then the question would arise ; 
Shall the State hospitals or the 
t.'ounty hospitals be empty, which ? 
The Sfate hospitals have been es- 
tablished at great expense by the 
ie ; so have the county hospitals 
n established at a large expen.se. 
Tills matter may bring the county 
authority in conflict with the State 
authority. But the counties have 
a right to manage their own affairs, 
and their own [>atients according 
to the coiistitirtion of the Stale and 
necordinir to the constiliition of the 
fes of America, so this 
/) is over and above the 
state or lei^islative authorities. 
The leL'lslature has authority to 
make laws under the constitution, 
and the State officers are to c;irry 
out such laws under the same con- 
stitution. They cannot arnenrl or 
aiiroifate it without aiithor-ity in 
convention of the people. It can 
onl3' l»e amended by a State 
Constitutional Convention, and 
this will not be done. 

NOTES OF MORE OR LK-tH INTEREST 

There are nearly, if not quite, one 
I ' deaf-mutes living in 

C . „ irtd vicinity. About one 
half of them are well educaferl, and 
all of them seem to be doing well 
in one way or another. Such a large 
crowd of brothem and idifteis in 



affliction should form a large 
hoeif^ty for their' benefit, and have 
a large number in their club-rooni 
and encourage and help each other 
freely, uiiHcifishly, lilierally and 
with open hearts, but, lo ! this is not 
so. The club has dwindled down 
from over eighty five members to 
tliirty-eijiht, and more will wifh- 
diaw, leaving a handful of heroes 
to carry on the herculean work of 
maintaining the chih-rooni asnolily 
as they can. 'i'he ladies " Aid 
Society" has nothing to do with the 
club, as they do not lielong to it. 
The club and the ladies' Society are 
rivalsand coinpelinu with each other 
in giving th(! ino.st entertainments, 
picni(!H, parti'-M and excursions. It 
is a most lively and inler(!Htin« 
rivalry between the heroes and 
heroines in doing good as far as the 
members are able to do, but there 
should be many m«iie to join with 
them, and put their shoulders to 
th(^ wheel and help to [iiish Iheni 
along. Tlieotl[i(;ersof tliecluti ;ire : 
,Vlr Gilison, [(resident ; .Mr. Ritchie, 
fii>t viee-presidf nt ; Kaufman, 
secon<l vice-pri;si<l(:iit ^ .Mr. Khdn- 
haus, corresponding secretary ; Mr. 
Sli'twell, re(!ording secretary : and 
Mr. Frank, trea.surer. We do not 
know the nanie^ of the oni(;ers of 
the ladiijs' Aid Sociely . Tliose that 
are holding liack, should ceme for- 
ward cheerfully and yive liolh 
societies encouragement and hel|). 
Tiie idub was organi'/<-il a few 
years previous lo the World's lair. 
Afurwards it was broken iij) for 
some reasim. It was reoiganiz d 
in time t«j hold the Infernational 
Congress for tim Deaf, and it ^a.-^ 
lucky that they did so, and won a 
golden erown of fame. Let us ask 
if they slill hold up their heads 
with noble pride for llie fame ihey 
had won ? No. Most r>f them have 
dropjied out, leaving a handful to 
sui'port the ccdiimnsof their temple. 
The i'iift president was .Mr. (Ntdinan. 
He (leurvesmuch credil lor n hat he 
has done. What complaints have 
tho^e who withdrew from the dub? 
What fjomphiints have others for 
not joining it? Is it on account of 
the dues of fifty <;enls (ler month V 
Is it of no use to the members 
where there is no fun or pleasure? 
Is it I)ecau8e there is no library 
with tiooks and papers to pa?^s 
pleasant evenings y Is it of no be- 
nefit for the sick ? Is it of no be- 
nefit t/O helj) other mutes to secure 
worl< ? If it is not so, what is it 
then ? 

Th'^ ladies' society has <lone a 
trood deal of noble work for the 
[)Oor and sick. They deservj! miirdi 
praise, and d<seive more en- 
(!Oiiragem« rit and heijithan \hv.y are 
receiving. 

There are about twenty deaf- 
mutes living in Cedar Rapids and 
vicinity R»'Cently they called a 
meeting to organize a society for 
d<-baiing and other purposef". It is 
call' d the " Parlor City Lilerai'y 
Soeiity." The first officers are 
Thcirias Boyle, president; Mrs. 
Alvin Fee, vice-president ; Jode (;. 
Rains, secretary and treasurer; tiie 
executive committee are Alvin Fee, 
chairman, Mrs. George Evans and 
.Mi.ss Rosa Ileil. They have dif- 
ferent parties for amu.sement, 
[ileasuro and impiovement. At one 
time Ihey had a crokiiiole parly at 
Miss Rosa Ileil's. Tiny had 
various games, one Ixing the game 
ofcrokinole. They picked out 
Alvin Fee and Jode C'. Rains to 
play this game, and see which 
one woiihl win tin- (rhanij)ionshi|) of 
the crokiiiole. They (diose Torn 
Boyle as umpire and Mrs. Alvin Fee 
as timekeeper. After a stirring 
game, Mr. F'ee came out of the 
battle {IS the crokinole cliam{)ion of 
the Cedar Rapids Deaf-Mntes So- 
ciety. H<f won a prize of a deco- 
rated cu{) an<l saucer. After this 
wasovfir, refreshments were served 
consisting of mixed nuts, ta(r>-, 
popcorn, peanuts, apples, etceteras 
All had a jolly time. This puts 
the mutes of the big cities of Des 
Moines and Dubuque tfi Hhanie foi' 
not living in harmony, and having 
some such society t'l pass the long 
winter evenings in social amuse- 
ments and enterlainnients. 

During a recent meetini? of the 

heads of the State Institutions with 

the Board of Control in Des Moines, 

Dr. T. F. -McC^une, Superinten«lent 

of the Blind Institute, was asked to 

give a little account of Linnie 

Haguewood, the tilind, df!af-rniile 

protege of the State, which he did. 

He said: "She is now with her 

teacher Miss Dora Donald in a 

small institution at Sioux Falls, 

S. 1)., whereshe has [ileasant family 

relations, and is not so isolated 

from other children by her affliction 

as she was at Vinton with the blind 

children. Mr. Rotliert, S'lperin- 

tendent of the Iowa. School for the 

Deaf, said that Linnie would be 

welcomed ar Council Bluffs if she 

cared to come there " But she 

prefers the ul,<^hi^ uni-r,.iit,4Vit,iru .,f 

Sioux Fallv 

SuperintcMilcMl («,i,s.s oC ihe .Sol- 
diers' Orphan Home at Davenfiort 
is familiar withthesign lariguage 
and the manual alphabet. 

Prof. J. Schuyler I/ong, of th«> 
Wis<ronsin School for (he Deaf, and 
president of the "Iowa Association 
for the Advan<'einent of the Deaf", 
announces to the menibers of (he 
asno<;iation, (hfl( the title and busi- 
ness of the sar.ne has been incorporat- 
ed according to law, and that it 
betrins its legal existence on and 
after the first of January, 1899. He 
also announced that the proceeflings 



of all the former meetings of the 
association were to lie print(>d in 
pamphlet form, and bids were ad- 
vertised for to have the printing 
and work done by the lowest bid- 
der. 

Many of the county officeis of 
Iowa are witlulrawing their patic^nls 
from t/he State hospitals for the 
insane, and placing them in county 
hosnilals. In case these with- 
drawals continue, we suggest that 
the Independence HoH|)i1al for the 
Insane be converted into the "East- 
ern Iowa School for the Deaf." It 
is admirable for this purpose in 
location, grounds and buildings. 

Ther<^ ar<^ sev<^ral d<!af-inut(^ low- 
aiis in Chicago who are doing well. 
They are Pat. O'Brien, Clara Ric- 
how, Charles Day and wife, J. 
Schmitz, Mrs. Schweitzer, Nellie 
Conkling, Martha Render, J. 
Moore, Frank Ileminelder, E. 
Hnggins and (Jeorge Taylor. 

.Miss Nellie (/'on k ling is an in- 
telligerit semi-mule. She has lived 
in (,'liicago for s-iveral years. She 
belori'zs to Ihe at t pre.servative, and 
has h(dd a steady position in one of 
thtr print ing offices. 

The State Board of Control is just 
closing up the liooks for the first 
six months of its work and finds that> 
It has to its credit aboiil $i)2,(nK), 
atterallthe iiills <'f the dillcrent 
.State L.stil III ions have been [laid 
This is quil<' a remarkable showing 
when it is considered that ihe BoanI 
had many old debts to pay when it 
came, ii, Id power. And ytd there 
are h<'re ^md there a man and paper 
that ate tl'<'.vn on llu! new Board, 
constantly crying for a return to 
the dear uld system of Irnstees. 

Dffvid Rickliaugh and wife, who 
live three mile.-i north of I>ecorali, 
gave a party to their deaf friendu 
on Was'.iington'riiiirlhday, February 
'i'i'\. He *vill build a new house 
on his farm that will cost about one 
thousand dollars. 

The Stale Board of Control has 
issued an order lo the su|ierinlen- 
denlsofall the State Inslitutions, 
that hereafter no visitors are lo be 
served with free meals at the ex- 
|)ense of the State. It is claimed 
tliis has coiiK? to be a serious abuse, 
some piopU' sta,> ing for weeks ar!<l 
months if allowed. The Stale 
must curb its hospitality. 

The quartiirniaster'of the Soldiers' 
Home at Marshalltowi:, B. A. Ben- 
son, has doubtless coiiclude<l thai 
the Slate Board of Control is a niis- 
chief-makin- nuisance that oiiglit 
to lie abated. It recently notified 
him that as he is leceiving a good 
salary he must pay his own living 
exjienses and no longer exfiect th<' 
Stale to su[iply him with a resi- 
deni'c, fuel, light and water, free of 
(iharge. 
DEAF AND DUMB MAN IS KILLED. 

" ('oifiiier Bennett was called to 
Durango last night to lioid an in- 
quest on th(( remains of ficorge W. 
Parker who was run down and 
killed on the C^hicago Great West- 
ern tracks there. 

"Particulars of the accident are 
meagre, but from what can be 
learned the accident occurred at 
•;:!"> p. M. Parker was deaf ami 
dumi). He is alioul fifty years old 
and lived a few miles from Dur- 
ango. It seems that Parker was 
walking east on the track and the 
train, which was a freight bore 
down on him. The engineer expect- 
ed him to <ici off the track, but as 
the train <lrew near and he did not 
heed it, the engineer Ix-gan sound- 
in>^ the wliislle. Parker was also 
(d)livioU8 of this warning. The 
train was too close lo him tfi be 
stopped and the <'ngine struck him 
and threw him in the air. Uc 
fortunately fell outside the track 
and therefore was not mangled. 
Death was instantaneous. His 
skull was crushed and the shock 
broke bones in his body. He 
probably did not know anything 
after the engine struck him. 

" I'arker was born and raised 
near Diir.uigo and luMind his family 
an* well known in Diibu(|ue and 
thronghoul the county. He has 
two brother.H residing ne»ir Durango, 
Coroner Bennett will hold an in- 
quest and Ihe funeral will be hold 
from D(diuque." 

WAS ACCIDENTAL. 

" To-day Coroner Bennett went 
out to Durango wiiere he took 
charge of the remains of (}, W. 
Parker who was killed at that place 
Sa. urflay night. The Sunday Tflr- 
fjrfi//li was Ihe only Dubu(|Ue pajicr 
conlHining an account of the kill- 
ing, which took place aliout 7 o'clock 
in the evening. Parker was walk- 
ing along tiie track of thy (Jreat 
Western road when an east bound 
freight train came up behind him. 
Aithoii({li the whistle was blown 
and Ihe bell run^. he did nid g(d 
off, he being deaf, and therefore 
unable to hear the approaching 
train. When struck by the cow- 
catcher he was thrown back and 
caiiyht and cari-ied some distance 
befoM- he fell off. When found it 
was discovered that his leg w.is 
broken, his skull crushed and hit* 
arm was also broken Death must 
have beeji instantaneous. 

'"The coroner soon afterward 
arrived and Helc<'ted a jury com- 
posrd of Jol)n Aldersoii, Henry 
Barton and Julius Nildeii wdio nv 
fiorfefl that he came to dealh by 
accident. The funeral took place 
this forenoon, and burial was in 
Asbury rcmcU ly. Deceased was 
well known and highly esteemed in 
the <fommunity." 

Judge De Courhey, 



CALLAUDET 

COLLEGE. 



The History of the 
phabet." 



Al- 



THL 



IMOST mjERESTING 
LtCTURE. 



examination Underway--The 
Annual Spring Outing at 
Camp Gailaudct--NoteH. 



t'riiin oiir WriHliintitim Currcitpondent. 

Washington, 1). C , .March 27. 
— One of the most intisresting lec- 
tures of Ihe year' was that of Prof. 
I'orter, Friday nielli, on "The His- 
tory of the Alphabet." He il- 
lustrated the subject liy means of 
charts, showing IIm* various steps 
in til*.' devfdopenient of the aljihu 
bet as we have il to-day. It is im- 
po.'jsible lo give anything like a 
full report of the lecture because of 
the natur*(M)f the subject wh;<di re- 
((uires illuslralions to make il 
ch'ar. 

He said in \mr\ that "Our alpha- 
bet is so familiar and seems so sim- 
ple a thing, that W(! areajil to think 
it may have been an easy thing to 
invent it. This would be a great 
mistake. The idea of represenling 
visible obje(!ts by (liclures, which 
are tliemselvi'S visilile things, would 
re(|uire no slretch of invenlion. 
But sfX'ech, consisting of souikIs 
perceived by Ihe ear, bears no like- 
ness to written (diaraciters addressed 
to the eye. In fact the al|)habet 
was never invenlt^d outi'ighti. It 
was produced by a gradual process 
of evolution, whi(di involved s(?veral 
dilTereiil steps, orstiiges. VV<^ trace 
our alphabel back with c((rlainty lo 
tli<- Romans ; froin them to the 
(ireeks ; and from them to t1ie 
Phtenicians. By them it was pro- 
bably derived from the Ff-yptians. 
The Kgyplian hierojilyphics were 
originally pictures of visilile tilings ; 
such as were iiscmI more or less by 
every peojile in the early siagesof 
cix iii/.alion ; and were ernjrhiyed by 
the American atinrigines. Such 
writing is (;alled ideoj/rnphu- ; and 
is (iither simply rfprPtit'iilaUvi'. — as 
when a ciicle with rays around it 
repr(w(Uils the sun — <ir syinbolif — 
as when the same is use<l for day. 
The next step is to take the same i,o 
rcjii'es«^iit the sound itself. This is 
asif, in Knglisb, we should lake Ihe 
picture of the sun to stand for Ihe 
word Hon, which has the same 
soii.nd. The character (a picture of 
the sun) woiihl IhuH ('eaHe to be 
idfoi/rapJilc and lu'conn^ /dioiiflir ; 
and standing for a syllable would 
be Hylhdnr. The next Hte|) would 
be lo make Ihesarne character serve 
for the initial element aS' .• and thus 
it would become filphiihrlir 

In the old Kgypliiin lanmiage the 
owl wuH tnulak. The picture of an 
owl was first an ide.oi/rdrii for the 
owl Itself — and might perhaps also 
have been used symbolically for 
wi.9P, or f/raife, or dupid. Next, 
phoiK'lically, for (he syllable mn ; 
ati'l finally for the elemen* M. II 
assiitne<l its present shape in rapid 
writing. 

It was by means of the Rosetia 
Stone that the Egyptian writing 
was deciphered by Champollian, 
de Rouge, i\w\ ol^iers. The in- 
scrifilion whs in Imnor of I'tohdny 
V. It was inscribed in three 
forms : the liieialic, the dernolic, 
ami in Greek. 

The recitations for the second 
term closed Friday, and to-day ex- 
ami nations are going on. The 
number of total exemptions from 
examination this term is Iwc^nty- 
seven, nearly one-third of Ihe whole 
number of studenls. Among these 
arc cighhMMi bo.>s and (deven girls. 
But an the number of boys in 
colleue is much larger than the 
number of girls, the proportion of 
both sex<'S excused is aboiil Ihe 
same. By classes the exemplions 
are as follows : Seniors, f<iur, two 
boys anfl two girls; Juniors, six, 
tliiee boys and three girls; Sopho- 
mores, four, three boys and one 
gill; Freshman, seven, five boys, 
and tw<i girls; Indrodiielory (Mass, 
five, two boys and three girls. 
By Wednesday noon, the examina- 
tions will Im finished and the boys 
will be off for ("amp Gallaudet for 
their annual Sprint' outing. They 
will remain in camp until Tuesday 
of next week. Only a very few 
stinh'iits will be left behind al the 
college. 

The expected baseball ganu! with 
(ieorjietown did not lake place on 
account of the weather. It was 
postponed from We<lncsday lo 
Sal Ill-day. But rain sot in before 
the game was called and our boys 
returned. The game will probably 

(ak(( phU!C some I Inic in llic I;iller 

part of April 

Dr. and Mr.s. (.allaudca \\^•\■v in 
New Haven last week visiting (heir 
son. Dr. F.dsdu F. (lallaiidet. Miss 
.Marion ac<'oinpanied them. 

Mrs. Di-aper was in New York 
last week She was attending a 
meeting of the Society of ladies 
(hat provirled iiuiseN for the army 
la.st Sjir'iig, at the house which be- 
longed to W. F. Vanderbilt when 



his daughter married the Duke of 
Marlboro. This house is five doors 
from tlie Windsor llobd which was 
burned the same night. She was a 
a witness of the cataslrojihc. She 
also visited the Universily of 
Pennsylvania, where she saw an in- 
scriiition on a stone which is known 
to be '7,000 years old. 

The girls played a game of 
basketball with the Central High 
School gills Friday. Our girls won 
by a scoi-e of 13 to 10. 

.Miss Bear returned from a two 
weeks stay at home Wednesday. 

R .S. T. 



n EMIZER. 



Mr. Frank Senior, of Brooklyn, is con- 
lined to the house with rlinunmtisin. 

The son of Mr. .lames Hnssell has enlist- 
in tlie Tliird United States Cavalry and 
sent to Kort lOtlian Allen. 

Mr. William White, of Brooklyn, has 
bi'en laid up with rhcumntiHUi for a couple 
of W('('ks. He is improvinfjr at this time. 

The Hve-months-old baby of Mr. and Mrs. 
I'^raiik Lindoinann, of Brooklyn, was chris- 
tened, on March !{J5th, by Rev. Dr. Gal- 
laudet. 

A man was arrested in Spartanburg, S. 
C, last Week for burglary. He is a i>cd(ller 
and tlie IhiHy lUniUl said to all appear- 
ances deaf and liniiil). He stated that he 
was from Philadelphia and nave his name 
as .JamcN Winwell. He dttelnred his in- 
nocence in writiiiK, wliicli was rapid and 
<'li'a,r, but tlie proofs of his Kulltworon.il 
too positive to be questlone<l. Ho was 
anain jilaced In the lock-up to be tried al 
the next term of court. 

Last February, Mr. .Jacques Williamson, 
of BiiiKhamton, was sent for by hislawyersi 
to lumie to (iraveseiid, L. I., on business 
riiMiu'clcd with Mr. WiUiani.son's real estate 
yMrivini^in Brooklyn tli(\v found it impow 
Ril)leto reacli (iraveseml, as all the trains 
wi're tied up on account of the blizzard. 
Mr. Williamson nn<l his wife were obliKed 
lo .s|)( ikI ( wo days al Mr. Franklin Camp 
bell's r<'sid(!nce. .facques' father (lie<l some 
twenty years a^o, leaving .lacques and hi^ 
brotlier some properly in real estate. Mr 
Williamson's (iKent liad sold both properties 
for «1I,(XK) each. They had too much 
trouble with taxes and are kI'mI Hh- estate 
is disposed of. Mr. Williamson and wife 
have returned to HiiiKhamton. The estate 
was near the Sheepshead race track, and 
was bought by a Mr. FitzKerald. 
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Please' k('ep your eyes on tin 
Brooklyn Guild of Silent Workii-s. 
(Christians and religious deaf-mutes 
are requested to all end its i-egiilar 
meeting, to be held in the miild 
room of St. Mark's Chapel, Adid- 
plii Sireet, near De Kalb Avenue, 
Brooklyn, on Thursday evening, 
Ajiril Olh, 180!), at 'k o'clock. 
Stars or rain. All are welcome. 
Oliject — to help the needy aiul des- 
titiile among Ihe deaf in Urooklyn. 
Please drop a postal card to call 
Ml. Soionioii Sehioss, <diairnian of 
coniiiiillee <in visiliiig, 104 Kllery 
SI reel, Brooklyn. All the com- 
munications will be sent to the 
secretary, Wm. (iilbei-t, M'i Doug- 
lass Street, Mrooklyn Boi-ough, 
N. V. 

William (4. Gilbert. 



\t.i. 






On page 410 of The Chvrrhmari, 
New York, is an article descriptive 
of Trinity Church, Chicago, and its 
work, fi'oni which the following is 
taken: "There are also amongst 
the fitlier societies a brancdi of tlie 
(jirls' Friendly Society, nuuib(«ring 
about HiO memlieis, a braiieli of 
tlie Ministei'ing Children's League, 
numbering lifiO members, a deaf- 
mule mission and social club, and 
a working men's club of 56 men. 
Th(^ Parish has f<iur Sunday 
Schools, five Bible (Classes, a Mis- 
sion at some distance from the 
(Church, ami has recently opened 
in the Parish House a series of fi'(*e 
concerts. Then* is also a social 
club of deaf-mutes, who, more- 
over, have jieriodical services in 
tlui C;iiapel, being ministered Id by 
the Rev. A. W. Mann. Tin- gen- 
eral system is somewhat similar td 
that of a great <lopartmeiit house 
with a responsible chief to every 
depart muDt. 



•'I ;tm l><'nf' aiKl Itiiinl*,** l>lle<i 
I Ik* ll<-|t|{'iir. 

MJt. .rAMKB .lACKMON llRSRNTRn l»OLICK 
INTRUFKKKNOK WITir IIIH MANNKIt (IK 
DOINO lUIHINKHH. 

"You're a liar I I am deaf and dumb 1" 
yelled .Tames .lackson, a iieuro mendicant, 
when Spcf^lal I'olieenian Bedell, of a Park 
Kow buildliiK, landed him in the Oak 
street Police Station, yesUirday, on the 
charue of bexKluK uinler false pretences. 

The prisoner, who was well dressed and 
about twe»ty-six years old, was captured 
while visitiiiK olUcon and dIstrlbutliiK cards 
reading : 

Toadies and Kentlnmen : I am deaf and 
dumb, and boitiK unable to work, as you 
can see, I would like you to help me, if you 
nlease, to xet to my home In Baltlmiiru. 
I'leam' help me If yon can. No nKU-e ut 
present from, Yours truly, 

Ma. .lAMKH Jackhon. 

.lackson had Just handed one of these 
cards to Lawyer Kmanuel M. Friend, who 
was feelluK in his pockets for money, when 
Bedell captured him niifl led him out. 

.lackson lay in the patter and refused to 
proceeil and was gathered In with the aid of 
an express waKon. 

At th<^ station house ho pretended to be 
deaf and dumb until liedell said soiiielliliiK 
tliatanxered him. "I am deaf and dumb !" 
he yelled. Then he opened up with a volley 
of abuse. TJie police tlioUKht they recog- 
ni'/,ed him as a sneak thief and locked him 
up. — New Vork Juurnal, March M. 
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BICYCLE RACKS FOR ST. 
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The Services at the Churches 
for Easter Sunday— Com- 
ing Events and Personal 
Mention. 



riiBd. 1. IjdiiiiHliury'n addrcwH is ^08 Kitnl 
r.l)th Street, New York City. 



Spring be^inB March 21sl, ac- 
cording to the ciilcrMiar, but in the 
week tlial spring tia.s bocMi with u.s, 
it Ikih boen more like winter weath- 
er, with almost a (v)nlinnal tlown- 
I)()nr and (Uidinsj; with :t Tall of Iwo 
in(M)eH ol'snow Sfitiirday niu;lit. In- 
deed, the winter has been n bad one, 
witli more fall of snow and rain 
than Heveral years provioiiM, and as 
a resull business (sonditioiMs are not 
HO in>t)i\ now as mi^fht l)e, the 
nKMThants in almost every line 
eoinpljiininjr. Hut iliere does not 
apiiear to be many of the deaf out 
of work, wliieh Hi)e'iks well for 
them. 

Tlie oyclifitM have had littler oi)- 
portu!iily to iro out on their wheels 
since winter sot in, and none 
have as yet made men? than short 
spins in tlie eity on the asphalted 
streets, l)Ut if next Sunday is fair 
it will inau^rurate tin* spring runs, 
and the Boulevard will prove the 
inecca of a large* army of pedalers. 

The Hoard of Managers of St. 
Ann's Church havi* <lecided to 
pl;ie(( bicycle racks at tlui front ol 
the Church, and they will be ready 
soon. This movement has the. 
Hanctione<l of Rev. Dis. (Jallaudel, 
Chaml)erlain, Kran.s and others, 
;nul it is hoped will be the means 
of drawing quite a numbi^r to the 
servifH'H. Kaster Sunday should 
witness the l)eginning. Those who 
do not like to take the journey in 
the cable or trolley ears can now 
mount their wheels, and att<'nd 
services. an<l after this continue 
their journey or return home. 
There will be perfect safety in 
lejiving wheels outside the Church. 
I do not supjxise geiitlcnien should 
wear bicycle togs to the churcli, 
but an dreRH is but a mutter 
of lorm, no objei-tion oan be 
raised to it. With this now in- 
novation, a much quicker and 
easier way of reaching the cliurcli 
is alTorded the whe<'lwomen and 
wheelmen. Statiding up in crowd- 
ed cars, the frequent stops to take 
on and hd in passonKors, the fre- 
quent accidents that <'ause delay, 
and other incimvenioncos, will not 
then have to be encountered by 
those owning wli(>els. 

This action by the Hoard is 
cortaitily a wise one. Whotding is 
merely a mode of conveyance as 
much in keeping with the Sabbath 
as are cars, vhieh are a neci-ssity 
ii. a big city like this, and as the 
d(!af are so scattered over the city, 
I he great majority of them cannot 
reach the church without some 
means of conveyance. ('yCling 
does not call into service any 
toilers, and the exertion required 
for its lo(!omotion is a f)Ieasant ex- 
ercise, as w(dl as l)enell(dal ti) hi-alth 
when nut overindulged in. It will 
also increase the attendance, iind 
the cause of religion is thundty 
benefitted. 

ThiTo is every indication that 
the Easter Festival to bo held in 
the Cluild Rooms of St. Ann's 
(!hur(di next week Saturday', April 
Hlh, will l»e larg«dy attended, un- 
los.s somtdhing like a bad Klorm in- 
terferes, but this should not to any 
gr(!at extent, so long as there are 
transportation facdlities that almost 
take otK! from door to iloor. The 
committee will do their best to en- 
t(>rtain, ho that the sti-awberry 
festival to follow in ,Tune will not 
suffer. TicketH cost 25 cents, and 
this includes refreshments, but 
above all, there will be the op- 
portunity to meet so many of your 
friends. 

'j'he League of Elect Surds are as 
yet undecided about the date of 
their entertainment, liut it will bo 
ludd bcfor«! the hot weattier sets in. 
"Tangled (Uirrs," the play, is pro- 
gressing finely in the way of r«'- 
hearsals, and as soon as th(> actors 
are trainctl to their parts, th<i dale 
and j)Iaee will b(* announcc<l. This 
is done to avohl any haste vvhitdi 
might spoil the tlieairieal part, as 
it is (h^sin'd this |)art shall furnish 
a good measure ol aniusc^ment (ov 
those who do not (Miro to stay to the 
dance ti) follow. 

Little Miss Agnos O'Hrien, 
daughter of Mr. and Mrs. J. K. 
O'iirien, has enter<>d as a pupil the 
Kindergart«ui Class nf H.irnard 
School in Harlem. 

Easter Services will be held at 
;i o'c'lock Sunday aftern<ion at St. 
Ann's in this city and St. Mark's in 
Hrooklyn, and for the Catludic 
deaf at St. Francis Xavier's. The 
jisual large attendance at ea<di is 
looked for, an<l it is b«di(>ved more 
of the deaf will be at St. Ann's 



than ever before. Services will 
also bo held at St. Ann's March 
:nst ((Jood Friday) at 8 o'clock in 
the evening. 

A pleasant party occurred at the 
residence of Mrs. W. Buhle, on 
Tuesday of last week. It was in 
the nature of a "surprise" to that 
estinmble lady. The amusejnents 
indulged in were "Tailing the 
Donkey," and Going to Hoston." 
The i)rize in the tirst game went to 
the single, solitary, yet charming 
hearing young lady who was pie- 
sent. At half after ten refresh- 
mcMds were served, consisting of 
sandwiches, cake, ice-cream and 
colTee. Then snaj) mottoes were 
handed round, and all, with paper 
cai)s on, wt^re photographed in tlie 
])arlor l)y Mrs. Redmond's son. 
Those present were : Mr. and 
Mrs. Barnes, Mr. and Mrs. Tobin, 
Mr. and Mrs. Redimmd, Mr. and 
Mi.ss Howard, Miss Herley, Mrs. 
Eva Blown, Mrs. Lockwood, Mrs. 
ll(^nry.l. Haight, Mrs. Lewis, Mr. 
T. A. Froehlich and Mr. E. A. 
Hodgson. 

Announcement is made of the 
engagement of Miss Martha E. 
Bradley, formerly of New .Jersey, 
to Mr! Frederick Straiten. The 
wedding will occur on WediH^sday, 
April 2(11 h, at the residence of Mr. 
and Mrs. Neiser, 111 West lOtUh 
Street. 

'J'he Times of Marcli 20th, tells 
of the sad plight of one known to 
many of the deaf, in this fashion: 

" lieopold Ijowenst,ein, seventy- 
four years old, who resided with his 
niece, Mrs. Dora (4anz, at No. \'M'> 
West Sixty-seventh Street, was 
brought to liellevue Hospital by 
Mrs. (Janz and her husband in a 
carriage yesterday afternoon, and 
placed in the insane asylum Low- 
eiislein is a deaf-mute. Recently 
he has been acting (pieerly. He 
would dress and come home drip- 
ping wet. H(> said he had waded 
into the rivei to keej olT the devil. 
He was taken to a physician, who 
advised that he be i«>move<l to 
Helleviie." 

Of a fakir who tried to work the 
"deaf ra(d<et," the Jl'orW says: 

" .lames .Ja(dvson was sent to the 
I.siand to day from the Ccuilre 
Street Court for three months for 
vagrancy. He had been ari(>sted 
for begging on I'ark Row and feign- 
ing to lie deaf and <lumb. After 
the arrest .Jackson surprised the 
policeman by denouncing his ar- 
i-esl with great fluency as an out- 
rage. "1 am a graduate from 
Harvarfl UniverHity,' ho said, ' and 
am qualified to do almost any kind 
of clerical work. But because I am 
u colored man the world is dead 
a^'ainsl me.' '' 

I']lias August, father of George E. 
August, died Sunday, the 26lh, at 
the ag( of tili years, (ieorge lost a 
brother less than a year ago, and 
the sympathy of his friends go to 
him. 

Mr. and Mrs. Frederick Knox's 
litth^boy, l^'rederick W. Konx, is to 
be l>apti7,ed on I'^uster Sunday. 

The alleged marriage of I<^'ank 
A. Stryker printed some time ago, 
turns out to be a fake and idle 
boast to deceive. 

"F. B. " is informed that ho 
should have signed his full name, 
as initials do not reveal his 
identity. Cannot, tlierefore, use 
that item. 

tjuite ton years ago it looked as 
if the new i)roeess engraving was to 
sup(M's<>de woo<l engraving entiiely, 
but with the lapse of these years we 
lind E. SouweiiH' at his old stand 
stand, 20S Canal Street, making a 
specialty of wood engraxMng, but he 
also does tlio new process and half- 
tone engraving, hut the greatest 
demand is for wood engiaving from 
lirms who prefer it for it.-< depth 
of cut and therefore distinelnoss in 
l)rint. At pnwent Mr. Souweine 
lias live men working for him, two 
of them taking work home. 

Daniel Brown is in the College 
Hospital in lirooklyn — not the Flat- 
bush, aserroneously staled recently. 
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The coinmittee on the furnishing 
of the vestry room of St. Ann's 
('hundi, desires to further acknow- 
ledge the fcdlowing new contri- 
butors, in addition to those given 
in last woidv's .TouRNAl, : 

Mr. Timothy llogan, 
Mr. and Mrs. E. II. Currier, 
Mr. and Mrs. H. L. .luhring, 
• Mr. and Mrs. Waiter McDougal, 
Mrs. E. H. Hen net, 
Mr. S. M. Brown, 
Mr. Robert V. Hartli, 
Mr. Robert Lockwood, 
Mr. Frank B.Thompson, 
Mr. .Julius V. Wilken, 
Mr. Thiunas (hidfiey, 
Mrs. Kearlh, 
Miss Mackenzie, 
Miss Annie ('. Kugeler. 

Th(* r(<Hults of the (Munmittee's 
work have been gratifying, and (he 
(dosing time has been extended to 
April 1st, to give other friends a 
chane«> to have a share of the work. 
All contributions can la* sent to 
Mr. Barnes. I2'.t West tilth Street, 
New York City. 

It is expeototl tliat the vesliy 
room will be fitted up by Easier 
Sunday, and all who attend the 
churcli services will have the 
pleasur<> of seeing to what extent 
it will have |)ro(lted by their 
goneroim co-operation. 



Mr. W. E. Hoy in theSouth 
With His Club. 
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Notes Concerning Things and Person- 
al (Mention. 



[News Items for this column may b« sent 
to our Ohio News niircau, care of Mr. A. B. 
(ireeiier, it»!) Kriinlilin Ave., Columbus, O.J 

After a tivo month's most pleas- 
ant life at the St. Clair, Cliindnnati, 
Mr. and Mrs. W. E. Hoy packed 
their trunks two weeks ago and hd't 
for Louisville, Ky., where Mr. Hoy 
is to play this year as a member of 
the Louisville baseball club. Later 
or they both accompained tlio 
Louisville {ilayers and their wives 
toTliomiisville,Ga., where the team 
will remain three weeks to secure 
the benelit of a warmer climate for 
preliminary work. 

In this connection it may 'b< 
teresling to note that when 



Pulliam, then 



111- 
Mr. 
president of the 
Louisville club, met Mrs. Hoy at 
her wedding reception in (^iiiein- 
uati last fall, he extended to her a 
warm invitation to be a guest of his 
ball club during its stay in the south 
in iMaieli. 

After the team comos north, Mr. 
and Mrs. Hoy will make their home 
for the summer at the Gait Hous(^, 
Louisville. 

This will be Hoy's fourteenth 
year in jirofessional oaseball. 

The (talt will undoubte tly lie a 
popular place for the deaf of Louis- 
ville and those from other places 
who may go there during the base- 
ball seastni. They will find Mr. 
and Mrs. Hoy always pleasant and 
entertaining i)eople who will be 
glad to nu'et their iiiends. Mrs. Hoy 
will be (juite an aildition lt> the deal 
society of Louisville, and we are 
sure everybody will lind lier a 
charming, entertaining talker, 
whtira it is a pleasure to meet and 
talk with. 

"Prof. .1. \V. Jone>i, of Columbus, su- 
ni'rintendi'nt of the Stale Institution for the 
l)eaf loul Dunil), and one of the most luo- 
niinent educiitors in Ohio," reniarked a 
Kuest at the Kmery last niKlit to the Cin- 
einnati K/i/jii(r<r'K hotel man, "is ponnlar- 
Iv mentioned for tlie presldenoy of the Dliio 
I'niviTsity at Alliens, and I sliouid not be 
surprised to hear of Ills election. I under- 
stand tliat CoiiKressinan Fenton. of Win- 
chester, who is one of the Irustees of tlie 
university, and who was here to-day in con- 
fereneo with Dtstriot Attorney Uiiiidy, an- 
ot liA- trustee, favors I^rofessor .lones. 

When the above item found its 
waj' up here great surprise was ex- 
pressed l)y ollieers, teachers and 
pupils. It was indeed a shock to 
all. It is hardly ne<'ess;iry to state 
that ev(M-ylK)dy about the school 
evinced genuine sorrow at ihe 
thought that Mr. Jones would like- 
ly sever his connection with the 
sidiool. When he came liere in 
180r> an utter stninger to every one, 
tluM-e were naturally misgivings as 
to what he would do or what kind 
of a man he was. But he soon dis- 
pelled all fears by liis kindlj' dis- 
position and abilities to manage the 
great trust imposed upon him. To- 
(lay he is everybody's friend and 
the friend of everybody about the 
school. The institution never had 
a better superintendent in all its 
existence, and since he has been in 
(diarge many improvements havt 
bi^en accomplished. It would in 
deed be a great loss to the school to 
have him go idsewhere. From the 
i!itervi<>w Ixdow it will be seen that 
he has decide<l to remain. He gave 
the <diildren, during an atldress to 
one of the sociidies Sunday evening, 
to understand that he would stay 
with them, and this caused great 
joy among all. 



all the year, but I do not know that 
my name has been canvassed. I 
am sure I have made no applica- 
tion." 

"Should the board of trustees 
t(*nder yon the place, how would 
you consider it ?" 

" That is hardly within the realm 
of prol)abilities and I can not say 
what I should do. Men g<Mierally 
consider such macters after they 
come." 

" Do you like the work of super- 
intending the Deaf and Dumb 
Institution ?" 

"Yes, very much indeed, and I 
should be loth to exchange it for 
any other work. The deaf are the 
most interesting people in the 
world. They are kind, obedient 
and affectionate, and very apprecia- 
tive of anything we do for them. 
After taking charge of the institu- 
tion. I quickly became attached 
to the deaf children, and my in- 
terest in them has gradually grown. 
I soon learned their language and 
always take delight in talking with 
tlieniT I have every reason to be- 
lieve my administration has been 
iieeeptablo to l)otli children and 
parents. I have worked very hard, 
but one does not mind that when 
the lal>or is appreciated and the 
fruits are constantly in evidence. 

" Then, l)esides, one of the most 
beautiful and complete school 
buildings in the Ignited States is 
going up, and I am looking for- 
wani to the time when we will oc- 
cupy it. We can then reclassify 
Ihe school, which is very mucii 
crowded It will be a great event 
in the history of the institution 
when the building is occupied. 

" There are yet many more im- 
provements I should like lo mak«' 
here, Init they will require several 
years. 1 should like to see the State 
luiy all the properly and land lying 
along Oak Street from Washington 
Avenue t'O our west line, tear the 
old buildings away, annul the 
alley and let our yard reach to Oak 
Street. It should be make a beauti- 
ful lawn, with artificial stone walks 
and lieds of (lowers. It should be 
kept so that people who rideon Oak 
Street cars would be say, ' That is 
the most be.Hitiful spot in the city.' 
Thecoiitemplntion of this*, together 
with what we have under way, 
makes me want to tarry for many 
years, provi<Ied the same harmo- 
nious and pleasant relations can be 
msiintained." 

Tlit> Cincinnati Coininerrixtl Tri- 
l)iiii(' of March I7th contained the 
I'ul lowing : 

Miss Henrietta Gould is payiiw a visit 
to Mrs M. Ii. Dundon. On St. Patrick's 
day, they started for a ple.isiire ride and 
were showing their Kreeii ribbons and 
three leaves of shamrock to irreat advan- 
taKe, when th ■ hjrse became frightened and 
ran away. They kept him well in tlie 
road until reacliiiiii a part of tlie highway 
where tlie road was ijuite narrow with ii 
steep bank about twenty-live teet deep. At 
this point the hore sliied at something 
anil all went down- this emhanknient. 
Mrs. Diindon was thrown into a .si ream at 
the foot of tlie enibankiiient and was pdlled 
out more dead than alive. .Misstiould bt - 
came entangled in harness anil was drag- 
geil through the mml for a eonsidernble 
distance. Kxcepting a severe fright no fur- 
ther injiries was sustained by either. 

Miss Annie Little, one of the 
ladies employed in the Sttit*' biiid- 
(>ry, was given a pleasant surprise 
party Thursday evening, in honor 
of her birthday anniversary, by her 
parents. Only hearing people weie 
present- friends of the family. 
Miss Annie was piesented with a 
lieautiful gold watch chain and 
other gifts from frienils. 

Thr(>e inches of snow hereabouts 
this morning, and we are in the 
Spring season. 

Mrs. .Joseph Neutzling has gone 
to Bellaire, O., for a few weeks' 
visit to her sister, Mrs. Simuel W. 
Corbett. 

The Reading given by Mrs. R. 
V. Mctiiegor last Saturday even 
ing, foi the benefit of the Hom*, 
netted »S).60. ■« 

March 25,-'99. A. B. G. 
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An Interesting Lecture 
by Prof. R. B. Lloyd. 
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MUTUAL CLUB DIS- 
« BANDS. 



A Newsy Budget of Personal 
Items. 



hniia imr FhHndvlpUIn Vorrcsfioixleni. 
Prof. Rowland B. Lloyd, of the 



face of stern facts which daily mul- 
tiply. " What fools mortals be." 
— Slui k€S^i>ea re. 

There will be two services at All 
Souls" Church on Good Friday, 
March 31st — 12 o'clock noon and at 

8 pm. On Easter Day, there will 
be Baptism and Holy Communion 
at Grace Church, Mt. Airy, at 

9 A.M., and at All Sonls' Church at 
2 o'clock. 

.L S. R. 
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KnliBlatcninie' 



Ili«- 



The following 
Stdti' Journal of 
itself : 

"There have 



from the Ohio 
Monday explains 

been persistent 
rumors and several pnblications 
lately to the effect that Su|)erinlen- 
dent .1. W. .Jones, of the Deaf 
and Dumb Institution intends lo 
leave his work here and accept the 
presidiMicy of the Ohio ITniversity. 
it was report<>d that Superinten- 
<lent .Tones was being urged to do 
so by his friends, (\>ngressman 
l>'enton, of (lie Tenth District, and 
('oloiiel W. E. Bundy, of Cincin- 
nati, who ar" trustees «)f the insti- 
tution from the portion of the State 
whtMice lie was appoi"'<.l (» his 
present position. " 

Last night a repHMinaiMc of 
the S(af4' Jniirnnl called upon 
SupcirintendcMit .Jones ami ask«>d 
him eoneeriiing his intention. The 
following eonversatiiui ensueil : 

" I undiM'Htand, Mr. .Jones, that 
you are being seriously considered 
by the trustees of the Ohio llni- 
ver.«^ity at Athens, for its presi- 
dency. Your friends wouhi be 
glad to know what is being done in 
the matter V" 

" I know nothing more tlniii ap- 
peared in tlie daily ])apers," he re- 
plied. " II is a very tesponsible 
place. The boartl, I undtM'sl.md, 
ints boon looking Cor a suitable man 



■lev. iTIr. iMnnu'w A|»|»«»lntin4>nf m. 

APRIL. 

I— Kvening. Detroit. 

2—10:80 A..M., Detroit. Kaster Celebration. 
3— 8 P.M., Detroit, Kvening Service and 
Sermon. 

7 -~:!10 r.M., Columbus. Service. 

8 Evening. St. I^iouis. 
»— U A.M , St. Tjouis. Holy (Communion. 
-3 P.M , St. Louis. Service. 

\0—H r.M., .St. Louis. Reception. 

11— 7:80 P.M., Lafayette Si>eeial Service. 

13— 7:80 p M., Cinchinati. With Mr. Koeh- 
ler. 

18—7:30 P.M., Indianapolis. Conflrmation 
liy Bishop Tut tie. 

H -7:80 I'M , Klkhart. Sp»>ci»l Service. 

],'-,_7:4i\ 1- M.. Chicago. Social meeting in 
■rrinity Parish House. 

10 -10:4,^ A M.. Clilcago. ('onflrmation by 
Hisliop .McLaren ; and celebration of 
tlie llolv Communion. 

10 a P.M., t'^liie:i«o. Service and Sermon. 

17 -7:80 P.M.. (iranil Rapids. Service. Pos- 
sibly ('on Urination. 

33-Kve'ning. Columbus. 

'iH -« A M , Coluinluis. Service. 

34—10:4* A.M., Columbus. Holy Commu- 
nion. 

The Rev. Mr. Koehler will hold 
services for the Rev. Mr. Mann at 
the following places : 

Pittsburgh, .\pril 7- 7:30 P.M., Trinity 

Church. 
Indianapolis. April 11—7:80 P M., Guild 

Rooms. Christ Church. 
Cincinnati. April 12-7:80 P.M., Sunday 

School Rixmis. St. Paul's Church. 
Columbus. April 18— 7:80 P.M.. Chapel of 

Trinity Church. 



H«>T. 



Van .lllcn'n 
■iieiilw. 
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SrNDAY, APRIL 3. 

10:30 A.M.— St. Paul's, Troy. 
3:00 P.M.-^St. Paul's, Albany. 



Trenton In.stitution for the Deaf, 
iavored the Clerc Literary ASso- 
ciiition again, last Thursday even- 
ing, '/iJUl inst., by delivering before 
it that most interesting reading, 
" Quo Vadis," a thrilling stoiy of 
old Rome during the reign of 
Nero. 

The attendance was very good, 
about seventy-five deaf making the 
number, of whom nearly half were 
outsiders. President Smielau in- 
troduced Prof. Lloyd as one who 
had already formed an ac- 
quaintance with the Associat on, 
and had most kindly and readily 
accei)ted the invitation to appe.-ir 
before it again. 

Proof. Lloyd's delivery occHjiied 
fully two hours. During all tliat 
time ho held the closest attention of 
his audience, and, at the conclusion. 
Wits given both a round of appla^ise 
and a rising vote of thtinks. 

Five new members .joine>l the 
Association at this meeting. 

As we stated before, the annu.il 
election will be held on Thursday 
evening of this week. 

A m.in was arrested for playing 
Ihe deaf-mute dodge in this city on 
Saturday. He seemed to have a 
pretty large acquaintance with 
signs, but he was caught all the 
siime. He was held for a hearing 
to-day (Monday). 

W^e eommenil and congratulate 
the Pittsburgh deaf for h.iving 
successfully established a lociil 
branch of the Pennsylvania Society 
for the Advancement of the Deaf, 
a"d thus shown a sjiecial interest 
in the Society. 

We should like to see the Phila- 
delphia deaf do the sime, and we 
actually believe it will eventually 
be done, being only a (piestioii td" 
time. 

The Deaf .Mutes" Miitu.il Cbib 
lias linally given up the ghost. .Vl 
a recent meeting, the club deeidod 
to disl>!inii ami to divi<Ie the money 
in the Treisury among the members 
ill equal shait's. This was done, 
each member getting about twenty- 
live dollars. What a uraceful act 
it would have boon if the members 
Imd voted to coiitriluite the money 
to Ihe Home Fund of the Pennsyl- 
vania Society for the A vance- 
ment of the Deaf, as was reported 
to be their intention in case of dis- 
solution at a former time, instead 
of grabbing it up themselves 

An exjiert, who investigated the 
cause of so much coal gas in .Mr. 
Reider's home at times, found that 
there was too much down draft in 
tlie chimney, which prevented the 
gas from going up. A cap was 
suggested as the remedy, and has 
since l>een put up, anrl now the 
Reidci's reat easier. 

Mr. Pndorwood's condition con- 
tinues to improve, but slowly. 
.\lthough he takes some exercise, 
by direction of his physician, he is 
far from appearing a well man yet. 
Miss Mary L. Leiitz is convii_h'se- 
ing as rapidly as possible. 

iMr. .John 'Parry, of I'pland, is 
eontini'd to the house with a heavv 
cold. 

Mr. Howard K. Arnold is also 
nursing a bad cold at present. 

Thomas D. Delp is unusually 
busy nowadays, working day ami 
evening. 

Miss Mary E. Taylor goes to 
West Chester this week, to look 
after her interi>sts. 

Miss Belle Remmey, who has 
been living ;it Atlantic City for 
some time, has come here to stay. 
Charles Scott, late of Leeds, 
England, seems very well phrased 
with America and is doing well ;it 
his trade. 

Mr. .Ti>hn C. Lontz, of .lonestown. 
Pa., is visiting in the city this 
week. 

Mr. L. W. Harrington, of Cleve- 
land, Ohio, is working in a print* 
ing oflice here, and expects to re- 
main for some time. He n">v i-..- 
turn to Ohio again. 

Mr. Thomas Wallwork, who nas 
been sick the past three weeks, is 
about again. 

Mr. W. II. Lipsett is now identi- 
fied with the Fairbank Scale Co., 
7th and Arch Stivets. 

Dr. .lob. Williams, Principal of 
the Hartfoitl School, was a recent 
visitor at Mt. Airy, spending two 
days there. 

Typhoid fever is epidemic in this 
city, ami pwves a worse enemy than 
the Filipinos across the ocean. This 
unfortunate 8fat« of affairs is said 
to be tine to the pollution <if the 
Schuylkill River from which comes 
the water we drink. Owing to this 
fad, pure water is .sold about the 
city, and the springs in Fairmount 
Park draw unusually large crowds 
Our councilmen find it hard to agree 
upon a plan of filtration, even in the 
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Gallaudet Alumni 
Chapter Formed. 
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The most elaborate and expensive 
wax group ever made has just been 
l)laeed on exhibition at ihe Eden 
Musee. It is a mammoth groiii> 
.ind shows most eflTectively the 
wonderful ailvancement in the art 
of modelling- in wax. The major- 
ity of wax flguies made in the pttst 
have had papier mache manikins, 
the face and hands and simie'imes 
the litisl bi'inii the only parts made 
in wax. Until recently, even the- 
se were sometimes of mache with 
only a covering of wax. The 
Musee fir-st intnKlueed the new me- 
thods of niiikiiig wax figures. The 
group just placed on exliil>itiou is a 
step till further in ailvanc •, and the 
whole liguies have tieen modelled 
in wtix, producing a betiutiful ef- 
fect. While large groups are 
frequently executed in marble, it 
has nevei before been attempted in 
wax. The modelling for the grouji 
was done from life, and twenty-two 
live models were used. ()ver six 
months time has been required and 
the totiil cost of the group exceeds 
$10,000. The accompanying sketch 
gives a good idea of the group. It 
represent.s America Enlight^jning 
the World. Columbia, repres"nt- 
ing Americ.-i. stiinds upon a high 
pedestjil. She carries in her right 
tiand the banner of Liberty .'ind 
Freedom. In her left hand is the 
torch of civilizjttion. At her left 
an Indian crouches in a deafint at- 
titude refielling (irogress. This 
typifies the fruitH-is efforts of the 
original Indians to stop civilization 
At her right side kneels a ni-gr(> 
with shackles lirok(>n. while at his 
loet are a banjo and a basket of 
cotttm. Surrounding this main 
group and below it, are four other 
groups, reqresenting Fnropo, Asia, 
Africii and Australia. Each group 
has ilu-ee figures, the eentnil one 
representing the country and tliel 
oihers the chief attributes of tho! 
country. The group of Europe 
consists of a central figure, of a 
woman dressed in Roman costume, 
her right hand holding n 
sword while in her left is the book 
of Diplomacy. This shows the 
supremacy at till times of Europe 
in War and in Diplomacy. Tlie 
figure at her right represents An 
and that on the left Commerce. In 
the group of Asia, the central fig- 
ure is a woman representing Des- 
potism. At her right is a China- 
man in primitive costume with a 
rice siikcl in his haiiils, showing 
the lack of prt)gress in Asia. At 
her left is a .Tapanese rt^presontitig 
Art, which the progressiveness of 
(dever nationality typifies. In the 
group of Africii an Egyptian wo- 
man is the central figuiv. At her 
right is fi savage Zulu in full war 
liaint, while at her left is a Bedouin, 
representing the semi-civilization 
which exists among the Wrtudering 
tribes of Africa. The group of 
.Australia show.>-- an Australian wo- 
man ludding a torch of civilization. 
At her right is a native sheering 
sheep, while at her left is an Aus- 
tralian miner. The cohu'ing of the 
group is exquisite, and altogether 
it is one of the most artistic groups 
in New York. 
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[News items for this column may l>e sent 
to .Tames Irwin Sansom, Money Order 
DiviBioD, Cliicago Postoflice.] 
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Mr. and Mrs. I. R. Carney, of 
this city, visited tit the residence 
of Jonatheii Ilaney in South Bethle- 
hem, on Sunday, Mtireh 19th. 

The Directors of the Northamp- 
ton t'ounty .\lmshous(>, at their 
meeting on March 20th. report "oi.e 
deaf-mute inmate. 

The Allentown Deaf-Mute Mis- 
sion's Bible Class was held, at the 
residence of Mr. .lonatiian ILiney, 
in vSouth Bethlehem, on the I!)th 
inst. 

Some deaf-mutes, of this city, 
have org.-tnizcMl a soeifty to be 
known as "The Easton Silent So- 
ciety," the object being to pnunote 
sociability nmong the deaf, but in 
my opinion, they don't know the 
full meaning of that word, if one 
might be permitted to glance over 
the list of names They will soon 
see that they are .ibout as good in 
that line as Aguinaldo's men are 



b;itt!e with 



in a 
triMips. 

The l.inguuui' of the 
goes without .saving. 
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deaf-mut«*s 
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Mary Shaniscy i'.v. I'-i-ederick .1. Shanisey 
.Suit for divorce. Plaintiff asks for reason 
able alimony and restoration to hor maidi-n 
name. She avers that on the eleventh day 
of March, ISIS, the defendant as.sau'tcd and 
bejit her at their home, 438 South Main 
.Strwt. At this time, she aays that she 
threatened to leave him, but on his promise 
to do better, she reniaine<l with him, only 
to r ceive the same treatment as l)efor»\ but 
two days after his promise. She has rt>- 
maineil at their home since the treatment 
of her huslmnd. as she had no other plAcc to 
which she could go. Hoth of the couple are 
deaf-mutes. -r>o|;foii Diii'y Xinit, .\tiir\h 



An Alumni Chapter of Cl.-illaudet 
College has been formed in Chica- 
go. The Abimni met at Rev. 
P. .1. Hasenslab's house two weeks 
ago and in spite of the absence of 
three gra»iuat«'s resovled them- 
selves into a Committee of Ways 
and Means.. The object of the 
formation is to revive old College 
asset iations by an annual banquet 
on the anniversary of the signing 
of the liill establishing (iallaudet 
College liy President Lincoln On- 
ly holders of degrees can be admit- 
ted, but the usual couitesies willbe 
extended to ex-students. Mr. 
Ilaseiistab was elected Chairman, 
and Miss Lena Leyder Seeretjiry- 
Ircasurer. Tlieie are eight Gal- 
laud<>t Alumni, and quite a number 
of ex-students, living in Chicago. 

A Cottage (t rove Car Conductor 
remarked that he carried thirty- 
eight deaf i>eople on his car for the 
Walker surprise party. " Wonder 
if he rang mav his box on all of 
them?" 

Rev. Mr. Reinke, a hearing man 
with good command of the sign 
language, has been teaching Sun- 
days at the corner of 26th and Canal 
Stret>t.s, to mixed congregations. 
C^sually from twenty-five to thiily 
mutes attend this meeting. The 
mutes that attend Mr Reinke's 
church are not seen at the Method- 
ist Church. 

The iSticii.-. .1 i...., .lio pub- 
lished in New York City, in Cooper 
Union, has a cut of Alexander 
(Jraham Bell, on its front page. 
He neeils no introduction to the 
.loVRNAL readers. There can be 
some partlon for throwing a little 
side-light on the great inventor's 
career. In the summer of 1880, 
there might have been seen two 
young men putting their heads to- 
gether to get off a letter to the 
.hil'iJNAL. They occupied Prof. 
Bell's study rooms in Washington, 
I). C. In the centre of the front 
room was a revolving book-case. 
A gliince revealed the fact that 
they were Ivwks on Sound, Elec- 
tricity, Mechanics — in fact, every- 
thing peitaining to the jdiysical 
sciences. The inventor was, then, 
in the flush of fame. Here then 
was an answer to the question, 
"upon what meat doth he feed 
that he hath grown so great V" 
Dost thou suppose he hit u}>on the 
the ttdephone by an easy stroke of 
chance ? Xo. The books tell 
their tale. He must ha%'e consult- 
ed huntireds of them during thi 
nine long years of search and ex 
periment, ere he perfected his in 
strument — the telephone — " the 
wonder oi wonders in electric tele 
graidiy. " in the opinion of the 
Sriin/ific U arid, that was destined 
to revolutionize business and social 
methods. Who were the young 
men? Answer — I. N. Hammer, 
of the War Department, w '■■■•' 
ton D. C, and my alier etji 

Mrs. Morton Stumeborn wm 
e<l the funeral of the Lelantls, . 
tims of the Wind;<or Hotel fiie. 

Mr. L"II. Long has tnoved out oi 
Chicago to a place near Joliet, 111 
He will see what he can do with :^ 
small farm of twelve acres or so 
His friends hope to see him do well 
in his new venture. 

Mr. Devift, who wastl: 
have left Chicago for Mi 
appears to have been running 
shoe-blacking estAblishmont wiii 
six polishers under him. If t\\- 
Fifih Avenue lounger wants t. 
know what the dence he is driviii 
at, will say that Devitt and hi 
men will poU.sh tip l>i>th the ^ 
and head of the Inanj^r for flfi»<'i 
cents. 

To Mr. RegensbuiTj; : — That ovei 
coat affair is easily explainetL i 
wrote it in connection with tin 
Episcopal Local. The .Itu'KN.v 
did not publish it till after t\\ 
weeks, and thus by detaching r 
from its iKwIy made things appe.i 
as they did. O. H. R. is gottiii: 
"touchy." As I belong to botli 
clubs, it cannot be said that I am 
favoring one at the expeiis 
other. 

The College Alumni holds its tlr> 
bati<iu<M .Vpi'il ^lh. 



A woman evangelist la oonverting mn 
sinners In Mis.souH. In one of her addre- 
e« the other day she said: "There is 
man in this house who is untrue Ut 1 
wife! I am going to throw this hymn-lvi. 
at him.'' .She raised the lKiok as if ^! 
going t<i throw it, and every man hn 
the house ducked his dead to avoi.! ; 
b»K>k. Then she blistered the dodgers a 
lauded the one trtie man. It \n < 
learned that he was deaf and > 
>'iir/, Trilniiu 



'""'." «... 



A Bojr aad a. File. 



If a boy has any *' mechanical 
faculty," if it comeH to him to use 
tools, let him be thankful. Such a 
gift of nature — "gumption" it is 
sometimes called — deserves to be 
cultivated. It will serve its posses- 
sor many a gowl turn, though it 
may never serve him quite so well 
as it served a man who tells his 
■tory in the Celeveland Pl-ain 
Under. He opened a door for him- 
self in a really striking manner. 

" When I was fourteen years old," 
he itays, " it became necessary for 
me to go out in the world and earn 
my share in the family expenses. 
I looked at)OUt with small success 
for a week or two, and then I saw a 
canl hanging in a store window, 
• Boy wanted.' 

" I pulled down my hair, brush e<l 
the front of my ji''"-' und walked 
in. 

" 'Do you warn a uoy ?' I asked 
of the clerk. 

•' 'Back oflfioe,' he said. 

" ' I walked back to the little den 
with a high partition around it, and 
pushing open a door, which I notic- 
ed was slightly ajar, cap in hand, I 
stepped in. 

" It was a chilly day in November, 
ari'J b''for<' T Hpoke to the proprie- 
tor, who was bending over a desk, I 
tnrne<l to close the dw>r. It squeak- 
ed horribly as I pushed it shut, and 
then I founfl that it wouldn't Istch. 
It had shrunk so that the socker 
which should have caught the latch 
was a trifle Uk) high I was a V»oy 
of w>me mechanical genius, and I 
r hat the trouble was im- 

" Where did you learn to close 
doors? "said the man at the desk. 

" I turned around quickly. 

" ' At home, sir. ' 

' ' Well, what do you want ' 

"' I came to see about the 
wanted, ' I answered. 

" ♦ Oh ! " said the man, with a 
grunt. He seemed rat her gruff, but 
Morrmhow his crisp speech didn't 
discourage me. ' Sit down,' he 
added, 'I'm busy.' 

" I looked back at the d<x)r. 

" * If you don't mind, 'said I, 'and 
If a little noise won't disturb you, I'll 
fix that dfjor while I am waiting.' 

"'Eh?' he said quickly. 'All 
right. Go ahead.' ' 

*' I had iMJon sharpening my 
Hkafcs that morning, and the short 
tile / used was still in my pocket. 
In a few minutes I had filed down 
the brans socket so that the latch 
fitted nicely. I closed the door two 
or three times to see that it was 
right. When I put my file back in 
my p<jcket and turned round, the 
man at the desk was staring at me. 
" ' Any i)arent- -ked. 

"'Mother,' la/ 

'"Have her come here with you 
at two o'ol(x;k,' he .said and turned 
back to his writing. 

"At twenty-five I »;i« n j>ariii«;r 
in the houne; at thirty-five I had a 
half I' T-ibut- 

ed tli. '1 for- 

tune to the only recm tion I 

then had in mv po.-..,i u — the 



boy 



rif K noRAi^ iM pr«i.'%. 

"Onoenpf»n a time," naj'S the 

Jfart'Jal'' fC'i ) .Innrruil, "a man 
got rna'l at th*- <-'tii'ir and su^pf^ed 
the paper. In a few weeks be srdd 
his forn at 4 cents less than the 
murket price. Then his property 
was sold fi. because he didn't 

read the sale. He paid 

f I'* f.ir a '1 notes that 

ha'l t)«-eii ;. wo we«;ks and 

the public warned against them. 
He then rushtsd to the printing 
office and paid several years' sub- 
'1-f;' in advar ! ha<l the 

< ; 'I an at' that he 



'^'T' ■»•<!« is about the size of Ver- 
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St. Ann's Church 


M^tb St. W. of AoMtardaai Are. 


Saturday, April 8th, 1899 
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PACH BROS. 

Art Photographers, 

935 B'way, N. Y. 



PERMANENT BRANCH EH. 

Cambridge, Mass. 

Princeton, M. J. 

New Haven, Conn. 



WINTER STUDIOS. 

Lakewood, N. J. West Point, N. Y. 

Pongbkeepaie, N. Y. WilliarastoWD, Majw. 
Amherst, Mmw. Northampton, Mafw. 

Wellesley, Mass. 



StIMMER BTUDIOS. 

Long Branch, N. J. 

Ocean Grove, N. J. 



COLUMHUS PHOTOS. 

Now Ready— Panel Style, »l.a5 

General Group, 
PrliiclpalK and Sapt'B, 
Com Cob, etc., etc. 



Principal Mathison Bay* : " Photographs 
juHt (iplendid, like all your work." 

Principal Connor tiayH ; "Pictures are 
flne, in fact hard )» beat." 



A $7.00 C iven Free 

i to each person intereoted 
I in nubHcribinK to the 
I Kugene Field Monument 
Souvenir Fund. Sub- 
I scribe any amount de- 
1 sired. Subscriptions as 
; low as $1.00 will entitle 
: the donor to the hand- 
i some volume (cloth 
j bound, 8x11), as a sou- 
I venir certificate of sub- 
Book contains a selec- 
tion of Field's Ijest and most representative 
works and is ready for delivery. 

But for the noble contribution of the 
worl'i ' liis b'lok could not 

bav< for less than $7.00. 

Thfc l-uiid citiit'j'l i« flivldwl etiiially be- 
tween the family of the late Kunene Field 
and the Fund for the building of a monu- 
ment to the memory of the lj«love<l poet of 
childho<xl. Address : 



Book of 
Eugene 
Field's 
Poems. 



Handnome Illun- 
trated by thirty- 
two of the Worl<l'« 
Greatent Arti*u. 

scription to fund. 



EUGENE FIELD MONUMENT 
SOUVENIE FUND 

ISO Monroe St., Chicago. 

(Alto at Book Store*) 

If you aluo wind to •end pa«tair<> encloM lo ct«. 



Mention the Juuimal, a> adv. Is interted as our 
Contribution. 



A Tension 
Indicator 



voosT 



^OHl 



IS JUST 

VHAT 

THE 

WORD 

IIMPLIES. 



It 

indicates 

the state 

of the tension at a glance. 

Its use means time saving 

and easier sewing. 

It's our own inrentton 
and is found only on the 

White 

Sewing Machine. 

We have otiier striking 
improvements that appeal to 
the careful buyer. Send for 
our elegant H. T. catalog. 

White Sewing Macbine Co. 

Cleveland, Ohio. 



For .Sale l/y 

Wnm HewiHo Machine Ot., 

T'liion Hqnare, New York. 



PATENTS 



■ fj '/r ^ImpCa. Willi 

'• or OVB flVSOXAlt 
"tiMk vrwr Mwlc Vw 



lH.B.WILLS0NiCO. 

\iADt«nntt, WASHINGTON. D. C. 



American Manual Alphabet. 










Khu""" 



'^i-^-i 



'^cni, 



S, 




League^ ^lect g^ Urds 



Will soon announce 
the date and place 
of its 



gnnual Dramatic Entertainment 



The"White" 








Irj^ IDDEN by the professional racer, it has proven a winner 
I a ^ oftcner than any in competition. Ridden by the non- 
I ■>^l professional, by the "scorcher," for business or pleasure, it 
has a record second to none. Material used in its construction, 
pains-taking care in manufacturing details, ease in running, and 
handsome, symmetrical design are a few of its claims for superiority. 
Reasonable prices, coupled with high values, are characteristics of 
the "WHITE." Our long established reputation guarantees the 
excellence of our product. 

Models A and B 960.00 

Model Q (30-ln. wheel) 60.00 

"Special Racer" 65.00 

Models E and F (ohalnless) 76. OO 

(| White Sewing Machine Company, 

^ CLEVELAND, OHIO. 



lEORCE 



w.w 



ELSH'S WON 



Dianionds 
Watches Jcwclery 

Silver 



231 and 233 Greenwich Street 
cor. Barclay 



New York 



UepalrinR 

TKI.KI'IIONK K(i. nMfl f'dint.AM)!' 



Theo. I. Lounsbury 

Book 
Job and 
Commercial 

Printer 

( uii V ciif i«m I'roftMMliiin.H 
IiiHtJtuf ion Itt^porlM 
ItiHt idiMon Htal.ionnry 
Sooioty nnd CJinrcli AVork 

208 East 59th St., 

NEW YORK, N. Y. 

AMMIAHKT CAIIDH. 
Wt (Iiirds, with nanip, .Hft 

i(K) " " " .r>(t 

'W) " " " I.(K) 

.Ml rurilu vvltliijiil iiMini' .VJO 

KM) ,Hft 

ar>(i .75 

KIN I'. VLSI I INO CAUIW. 

no CnniK (no iilplirtlicU). ,Rn 

I (Ml " " .60 



Groups 

OR 8IN(4LE PKiTURES 

willi Hronory, or Iioiiho ns ImcU- 
•rroiirid, a Hi)<>oi/il<\ 

I'oi piu'licMilarH, write or <'jill 011 

•JOHN l>, COMJSJCltlO.N, 
Riv<ir, for. IFooHU'k Sf-roet, 



Ranald Douglas. 



(icIH^rill L(lIl(lHr(»|H" 

I'li()f(i«rnph(T 

I 
Hpeclalty . 



;_ We aluo nialt r 
Ktchlng B on Co pper 
and Zinc from our 
own yegatlvew only. 



Liv2ne«(ton, N, J. 

Now York Ofnce 



Tkov, N. Y. 40I W. Both St. Cor. Columbus Ave. 



